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DOMESTIC ENGINEERING 


KEWANEE 


Steel Boilers 


Size is important 


You can make a boiler 
do the work of a larger 
one by “pushing” it. But 
1t 18 uneconomical to do 
so. The more a boiler 1s 
pushed the less heat you 
get from each pound of 
your fuel. 


The generous size of Kewanee 
Boilers makes this costly “rapid fir- 
ing” unnecessary, because they will 
produce the steam guaranteed by their 
rated capacities without being pushed. 


Yes— size 1s important. It 
affects the pocket book of every 
building owner. 
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The third month of the year usually comes 
in like a lion and does things up in lion fashion. 


To the VQGEL Plumber this doesn’t mean a 
thing. VQGEL Products can stand it; they 


can stand the test of the severest weather. 


There is nothing in the tank or any other 
part of the closet or hydrant that can freeze, 
because the VQGEL valve drains the pipes and 


fixtures completely. 


There is still a lot of frost proof business to 
be had, right in your neighborhood, too, and 
now is the time to get it, because VQGEL Frost 
Proof closets and hydrants will work as well 
in zero weather as they do when the old glass 
registers 110 above. 


Don’t let this profitable business get away. 
See your jobber now. He'll show you how to 
get the lion’s share of business and profits. 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 


Our 
Catal 











RPATENTED A; 


Mention Domestic ENGINEERING when writing advertisers, 








Advertisers This Week 


Abend h | RG 
American Enameled Prod 
‘ 2 
Ar ‘ Pi ( 29 
Ar i Radia Pe <2 
0 and l 
A S ir Mfe 
‘ 74 
Ar Eros. T Ic 84 
' g Mfg. | 80 
hia I BB 3 
It I ! Mfg. ¢ 103 
Ita s nder 
hte ‘ ‘ Mie Co +8 
hte & 4 ] Mfg. ¢ 33 
I » t Co eB) 
| W Mfg. Co 92 
I Mi ( 103 
} _& \ M 61 
( Pottery ¢ 79 
(‘a tra Work 63 
Cart Moore Eng. Co 92 
( s Mix. ¢ W. A. 54 
( } t ( 490 
ct} Ks 3 77 
«"} i hread M 
‘ i Hi ter ¢ 74 
‘ & Se Ja I 42 
( , th B Corp. 88 
r It t A sp 
‘ +] 
( iH r Cor 12 
‘ t S Wort 107 
‘ ( Abran 11 
) | & Mfz. ¢ 78 
] \ ‘ 46 
‘ J 5 
I i ( I FE. N 2 
] ( I 106 
| ( Pur g Ma E 
hiner ( a 95 
j I et neering ¢ 94 
I } So I 94 
I Hi Heater Co 78 
I I Mfg. ¢ 81 
} Sy} i Works 
Back Cover 
Kr Jr & ( Ss. 5S = 
. ' ind ‘ 
Fr Mf ( 10 
Gerstein Br & ¢ per 106 
Grabler Mfg. Co 63 
Gur Pump & Mfg. ¢ 13 
(Purney Heater Mfg. Co 44 
Haas C Philip... os 83 
liammond Brass Works 78 
Healy-Ruff Co ° S4 
Heap & Sons, Wm 73 
Honeywell Heating Spe , 
cialties Co 47 
Horton Pottery Co yes 106 
Hotstream Heater Co.. 101 
Hudson Brass Works a ee 
73 


Humphrey Ce 
IHiinois Malleable Iron Co. 95 
Imperial Brass Mfg. Co...102 
Heater Co... 


International 


5 
SemRine DPOB. ««20sseseens 86 
Johnson C ae ose kee 


DOMESTIC ENGINEERING 


, 


Nil Si Sa) 0) 
I) by wy a 


i 





Established 1889 
Published Every Saturday by 


Domestic Engineering Company 
1900 Prairie Avenue, Chicago 


\ ll Corresy e t Chicago Office 
Long Distance Telephone Calumet 4680 
York Office, Room 906, 110 East 42nd Street 

I ne Ashland 8111 and 8112 
(Je ! Office, Builders’ Exchange 
lrelept Main 4000 
l Of Room 1507, | nee Bldg 
Pelept t Rittenhouse 22 
a) R 1 604, Chamber of ( rece Bldg 
I I ne (ir t 8741-8 
- } s< Office, R 1 732, Hearst Bldg 
Telephone Garfield 4052 


Chicago, February 27, 1926 
Vol. 114, No. 9 Whole No. 1733 


EDITORIAL STAFF 
I Kr Epito 


NEY R 


R. V. Sawn MANAGING EpitoR 
R. Heriov, I B. Searrorp, Cuas. E. Prict 
L, W. Britton, W. H, Oreson, F. A. Wurte, 
L. H. Gra G STEARNS, 
Associate Editors 


ADVERTISING REPRESENTATIVES 

I D x WIN yw O. T. Carson F. S. Kine 

b.GH ~ R.Payne Wetrstern Watrace J. Osporn 
um. 3. * ' D. M. Kennet Ropert A. Jack 


SUBSCRIPTION 


Possessions, $2.00 per year 


TERMS OF 
United States and 
Current copies each. Back numbers, 25c each 
(Car ¢ per year Foreign, $3.00 per year 
Matter on February 20, 1893, 


Post Office it Chicag 1s Under ‘the Act of 


f Circulations 


Member of Audit Bureau 
Member f Associated Business Papers, Inc 





More than 17,500 Copies 
of This Issue are Being 


Printed and Distributed 





Leading Articles in This Issue 

What the Other Fellow Is Doing. By R. M. 
Starbuck. Page 20. 

Check Up! By Fred Ewing. Page 19. 

Demonstrate! By Milt Marvels. Page 24. 

A National Survey of the Pollution of Streams. 
Page 31. 

Detroit to Get 1926 Oil Burner Convention. 
Page 40. 

The Round Table on Heating Problems. Page 43. 


Special Departments 


Between Ourselves. Page 15. 

Editorials. Page 17. 

Picture Story of the Manufacture of Brass Pipe. 
Page 28. 

Advertising Editorial No. 212.—‘‘The 
Isn't Warm Yet.” Page oF 

Markets—Business Conditions in Leading Job- 
bing Centers. Page 53. 

This Week—Among Manufacturers, 
salers and Their Salesmen. Page 69. 


House 


Whole- 


The Trade—With Master Plumbers and Heating 


Contractors. Page 87. 
Plumbing and Heating Patents. Page 103. 


February 1926 


Advertisers This W ek 


Kennedy Valve Mfg. © 
Boiler Co 
Inside Front 


Kewanee 


Knott Mfg. Co 4 
Pottery C \ 
Rubber Co 


Lambertville 
Lavelle 


Martin & Sons, H. P 
McDonnell & Miller 

; Inside Back ¢ r 
McShane Bell Fdy. Co 9 
Midland Metal Mfg. Co 


Minneapolis Heat Regu 
tor Co . 


Monarch Eng. Corp ‘4 


Morgan Bronze Co.., \ 
Myers & Bro. Co., F. E 74 


National Water Lift Co 
Nelson Corp., Herman 48 
Nason Mfg. Co.. 


Neptune Meter Co... 65 
Never Split Seat Co.. fj 
Novelty Steam Boiler W} 4 


Nye Tool & Machine W} 


O-E Specialty Mfg. Co 
Ohio Brass Co..... 


Ohio Heater Co. ..cceces 97 


Penberthy Injector Co 
Penn Engineering Co 

(Philadelphia) 
Phillips Drill Co...... 9 
Prier Co., Walter H.. 
Providence Fittings Co 2 
Q-S Sanitary Mfg. Co 


Richmond Fdy. & Mfg. c: 
Robbins, Gamwell & Co. 


Scaife & Sons Co., Wm. bk. s4 
Simplex Heater Control 

chan seledhe po ORO aaa vw. 
Slack & Horner Mfg. Co 66 
Smith Bros. Nipple Work 4 
Somerville Iron Works.. 66 
Speakman Co. ......... 
Starbuck & Sons, Inc., 

ee errr err ere 108 
Sterling Engineering Co. .104 
Stockham Pipe & Fitting 


Sree ee — 41 
Street & Kent Mfg. Co.. 
Stringer Bros. Co...... 
Taber Pump Co....... ) 
py SS 19 
Tillery’s Little Janitor 

i 8 re LUS 


Toledo Pipe Threading 


Machine Co. 26666 da 16 
Trageser Steam Copper 
Works, John .......-. 14 


Uniflow Pump & Mfg. C: 
United Brass Mfg. Co 


FRO SOOi. sekes ksi keds . 4 
Vogel Co., Jos. A.... 3 


Walworth Co. ...... eee J 
Wessels & Sons Co., D. D 
Wheeling Sanitary Mfg. 
ay; Sx sire Si wae i. : 

Wilks Mfg. Co., S.... 
Wolverine Brass Works 
Wood Mfg. Co., John M4 
Wuesthoff Co., M. W t 




















No. 441 Automatic 7 















Sectional View of 


Compression Stop 
and Waste 


ra 
Pt 


No. 435 
Compression Stop with 
heavy Cap Nut 


No. 436 
Compression Stop with 
Stuffing Box 


Compression Stop and Waste 
with heavy Cap Nut 
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Faith in the Plumbing Contractor is jus- 
tified and Confidence held by the amount of 
attention paid to the necessary and vitally 


important parts of a plumbing installation. 


The Stop or Stop & Waste is generally 
in the basement, but it controls important 
service-lines and should be absolutely de- 
pendable or will prove worse than useless. 
It is not wise to take a chance on brass goods 
which cost so little and exercise such im- 


portant functions. 


Every Wolverine Compression Stop and 
Stop & Waste is inspected—tested under 
pressure and then tagged for your protection 


with our guarantee label. 


They are renowned for their excellence 
of metal and workmanship, full’ and free 
waterway—perfect seating qualities and en- 


during service. 


Build and hold business with Wolverine 
Goods. 


“We Sell the Retail Plumbing Trade Exclusively.” 


WOLVERINE BRASS WORKS 


SX bas “Ke 


GRAND RAPID . MICHIGAN 


iy 


Mention Domestic ENGINEERING when writing advertisers. 


SELrVIGE 




















6 DOMESTIC ENGINEERING February 27, 1926 


GUARA 
RADIATIO 


INTERNATIONAL ECONOMY BOILERS 


Round — Sectional — Smokeless 











GUARANTEE 


E guarantee INTERNATIONAL 

ECONOMY steam and water boilers to 
maintain 2 pounds steam pressure, or 180° 
temperature at the boiler, on the guaranteed 
amount of direct cast iron radiation shown for 
each size. Additional loads such as domestic 
hot water supply, direct-indirect and indirect 
radiators, blast coils, or rooms to be maintained 
below 70° temperature, must be reduced to and 
included in equivalent square feet of direct cast 
iron radiation. 


This guarantee is based on fuel of at least 
11,500 B. t. u. and a chimney providing suf- 
ficient draft to properly burn the fuel. 





INTERNATIONAL HEATER Company 


UTICA, N. Y. 


New York Chicago Cleveland Detroit Nashua, N.H. 
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INTERNATIONAL ECONOMY BOILERS 


Round — Sectional — Smokeless 















YOU ASKED FOR THIS 


HE Architectural Profession, Heating Engineers 

and Steamfitters for years have keenly felt the 
need of definite reliable information regarding Boiler 
ratings. INTERNATIONAL Guaranteed Radiation 
Loads enable you to make an immediate and accu- 
rate selection of boiler size with all the guesswork 
eliminated. Proper allowance has already been 
made to cover piping mains and risers. 


The INTERNATIONAL HEATER COMPANY and 
its predecessors have been manufacturing high grade 
heating apparatus in Utica for over three-quarters of 
acentury. The property owned occupies more than 
51 acres and has a frontage of over a mile along the 
New York Central tracks. Our products are sold 
throughout the world. Our foundry is equipped with 
the most modern and most efficient machinery ob- 
tainable. We manufacture a wide variety of Boilers 
and Warm Air Furnaces. You take absolutely no risk 
in buying or specifying INTERNATIONAL Heaters. 


Write for descriptive catalog. 





INTERNATIONAL HEATER COMPANY 


UTICA, N. Y. 


New York Chicago Cleveland Detroit Nashua, N. H. 
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don't 
guess” 


KNOW! 


The Plumbers and Steamfitters 
Price Guide 


is as essential to your business as a pipe wrench. Its three hun- 
dred pages of easy-to-get-at cost data saves valuable time in look- 
ing up invoices from many sources— prevents loss of money by 
pricing too low—prevents loss of contracts by pricing too high. 
The Price Guide often saves its cost on a single estimate. Thou- 
sands now in use are proving their value every day. The coupon 


will bring you full details. Mail it NOW. 
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BAREHAM & SAUNDERS 
366 E. Main Street 
ROCHESTER : NEW YORK 


BAREHAM & SAUNDERS, 
366 E. Main S:., Rochester, N. Y. 


Gentlemen: 


| 

| 

| 

| 

| 

| Please send me full details regard- 
| ing your Plumbers and. Steamfitters 
| Price Guide, with the understanding 
| that this places me under no obliga- 
| tion whatever. 

| 

| 

| 

| 

| 
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Street | 
Ciiy 
State | 
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“AVON’’ SEMI-VITREOUS 
PORCELAIN WARE 


Plate 78E— Junior 


























Especially Adapted for Schools — 
No Boy too Small to Use This Stall 


The first cost of these two Duplex stalls is 30 to 50°/, less 
than a two-piece battery of 18 inch or 24 inch old style 
regulation stall urinals. 
Sanitary conditions 
are improved to the 
state of absolute per- 
fection through the 
elimination of unsight- 
ly, troublesome and 
unsanitary joints. 

The inlet spreader is 
made of earthenware, 
integral with the top 
of the stall, and flushes 
thoroughly every part 
of the surface to te 
flushed. 








Sold through 

















jobbers 
of 
Plate 79E plumbing 
—Senior supplies. 
We recommend 
this type of uri- — 
aa! (Plate 79E) Write us 
for all classes of for 
buildings where . ° 
men’s toilete are descriptive 
circular. 





installed. 













Wheeling Semenany Mfg. Co. 


Wheeling West Virginia 


VITREOUS CHINA—Closet Bowls and Flush tanks of all kinds. 
SEMI-VITREOUS PORCELAIN— 

Baths, Sinks, Lavatories, Drinking Fountains, Urinal Stalls, etc. 
ENAMELED IRON—Baths on feet and on base. 
LAVATORIES AND SINKS 
BRANCH OFFICE AND SHOW ROOM: 

315 WRIGLEY BUILDING, CHICAGO, ILL gel 
Williams & Devitt Warehouses, Harrison, N. J., 

146thSt. and Exterior St., N. Y. City 


—— J. HICKEY, Representative 
fice: 49 Federal Street, Boston, Ma 


F llh Ins, pesthetinn Warehouse: 240 Albany se.. C amabentae, Mass 
mR aah mtn 
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on the Pedestal | 
of (xcellence — 











SUPPLY & WASTE EQUIPMENT 











——— al ee —— 


ORN of 25 years of engineering skill, dependable quality and uninterrupted service. 

Years after installation FROST QUALITY is reflected in performance and beauty. 
Our reputation of today is the result of many years of “Keeping faith.” 

Specify FROST Equipment if You Demand the Best 

THE FROST MANUFACTURING CO. KENOSHA, WISCONSIN 
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is the title of the little booklet which answers the home-owner’s com- 
plaint that comes back many a time to the plumbing or heating con- 
tractor after the owner has had him install a make-shift system of 
heating hot water against his (the heating contractor's) own good 
judgment and advice. It is the answer to many of those troubles 
where the home-owner expects you to correct the job—often spending 
many hours’ time—free of charge. Send for a copy of it. It’s free. 


It is human nature to try to get something for nothing. That's why 
the bucket-shop stock brokers still catch suckers with their wildcat 
stock schemes. That’s why there are still a few owners who get the 
impression that they can get their hot water supply by a coil or some- 
thing similar placed in the firebox of their heating appliance. That’s 
why many a good heating job is spoiled. That's one of the things that 
makes a lot of trouble for you. The correction of all of these troubles 
is given in this little booklet entitled, ‘‘Do You Invite Trouble?” 


The nearest thing to having plenty of hot water day and night the year 
around at no cost is found in the use of 














© : 


The large amount of advertising that has been done for the past few 
years (and which is being continued) has created a larger demand for 
hot water. It is almost impossible to supply the average family’s need 
with less than a 40-gallon tank. You are selling these additional plumb- 
ing fixtures but do you always make sure that they get the heating 
appliance to supply the additional hot water? It is a good profitable 
business. Watch for it on every job. 


Get the order and increase your profits by telling your prospects about 
the advantages of the Novelty. It is low in first cost. And it burns 
either soft coal (low volatile), or pea or No. 1 buckwheat size of hard 
coal—less than a bucket a day. In addition, it is guaranteed to with- 
stand a working pressure of 125 pounds. 


Now is the time to start your spring campaign on hot water supply 
heaters. To help to get more business and secure the demand for hot 
water and plenty of it, we will be glad to imprint for you, free of charge, 
with your name, address, and phone number, a quantity of booklets 
and blotters explaining and illustrating Novelty Hevy-Dutee Tank 
Heaters. Also, we will furnish you with cuts which you can use in 
making up your letterhead or billhead. And if you desire to run some 
advertisements in your local paper or a mail campaign, we will be glad 
to write the advertisements or the letter for you. Just fill out the cou- 
pon in the corner, send it to us, and the dealer-helps will be sent to you 


at once. Address Department D-2 at the nearest office. 
1347 ABRAM COX STOVE COMPANY 1926 
PHILADELPHIA NEW YORK CHICAGO 
American & Dauphin Sts. 51 E. 42nd St. 736 W. Monroe St. 


Cor. Vanderbiit Ave. 
For 79 years makers of Novelty Hot-Water, Steam and Vapor Boilers, 
Coal Tank Heaters, Warm Air Pipe and Pipeless Furnaces, Coal and 
Combination Ranges and Fortune Gas Ranges and Gas Water Heaters. 





‘Do You Invite Trouble?” 


























No. 10A 


TANK HEATER 
$12.50 


PLAIN WATER SECTION 


$14.50 


NON-RUST WATER SECTION 
To the Trade 


40 gallons capacity. Only a bucket 
of coal a day. Brick-lined fire-pot 
prevents heat loss and holds a fire 
from 12 to 15 hours. 

Can be bought from the nearest 
office or your jobber. There is a 


proper size Novelty for every need. 
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Abram Cox Stove Company, 
Philadelphia, New York, Chicago 
(Address nearest office 
Department D-2 


Send me at once a quantity of the book 

lets entitled, ‘‘Do you invite trouble?”’ 
in order that I may read it. Also, have 
imprinted for me with my name, ad- 
dress, and phone number, a quantity of 
booklets, and blotters which explain 
and illustrate Novelty Tank Heaters. 


Name 


Street 


City State 


Phone 






















Continental 


BOILERS & RADIATORS 
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Wood County Court House 
Quitman, Texas 
Architect 
C. H. Leinbach 
Dallas, Texas 
Heating Contractors 
Kinnison Bros. 
Dallas, Texas 
Southwestern Representative 
J. H. Dodd 
410 Andrews Bldg. 
Dallas, Texas 
One No. 411 Continental Low 
Water Line Boiler 














When Winter Visits The Lone Star State They’re Ready 
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With Continental Low Water Line Boilers 


EATING the County Court House 

at Quitman, Texas, is the job of a 
Continental Low Water Line Boiler. The 
verdict is that it pleases everybody from 
the fireman in the basement up to the 
judge on the bench. 
Five reasons decided the choice in favor 
of the Continental, and here they are: 
The low 43” and 47” water lines make 
Continentals easy to install in shallow 
basements. 
Side feed and short grate bars make 
them easy to fire. 


Water tubes in direct contact with the 
flames make them quick steamers. 


They burn any kind of fuel smoke- 
lessly. 


Thousands of them have met the tests 
of time and fire all over the world. 


The story of Continental Boilers and 
Radiators tells why they are profitable 
to handle, reliable in performance, adapt- 
ed to every requirement and backed by 
a broad and fair company policy. It’s a 
story worth knowing—your name ori the 
margin will bring it to you. 


(ontinental Heater (rporation 
Home Office and Factory 


Dunkirk, N. Y, U.S.A. 
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MANUFACTURERS OF HIGH GRADE PIPE TOOLS 


4120-30 FULLERTON AVENUE 
CHicaGe Iun., 
February 27, 1926. 





Master Plumbers and Steamfitters 
Of the U.S.A. 


HARRY G. NYE 


Fellow Citizens, 


HOW I GOT MY GOOD LOOKS 





A great many physical culture people have written me since my 
new picture appeared. 


A number of beauty parlors have also written to me and asked me 
if they might have one. 


While I know that a lot of people had tried to touch me, I 
didn't know it was because of my schoolgirl complexion. 


I felt quite flattered and flabbergasted at first when these 
letters began to come in. 


I thought they wanted my picture to hang in the beauty parlors. 
As a matter of fact, they did. 


In fact, one beauty specialist came around in person and said 
that for years she has been looking for a picture like that. 


She didn't suppose there was one. I told her I naturally felt 
a little shy about such things, and what did she want it for, 
anyway? 


She said she.was just advertising a new face treatment and she 
wanted to use it as a "Before Taking" illustration. 


While I don't like to see a man buy any die but a Nye Die, in 
one way I am glad when he does it. 


If he has another die in his shop he can see by comparison how 
much better a Nye Die is. 


The Nye Die cuts faster, easier, and longer, than any other. 
It out-cuts and out-lives any other. 


A Nye Die looks mighty good after you have used another make. 
The Nye Die is the best die in the world - we frankly admit it. 


Yours for service, 


HGN Warry 4 te 


~ This letter copyrighted 1926, 
e 


The tools you swear BY and never AT. 





“~<eed 
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by Harry G. Ny 
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Trageser Copper Boilers 


Are As Heavy As Galvanized Boilers 





Immediate Shipment 


From Stock 


samen: Fac 


All Sizes 
30 Gallons to 100 Gallons 


New style tapping if desired 
wim SF wcomew 
Order Through Your Local Jobber 


ee 











Write for New Catalog B 





John Trageser Steam Copper Works 
445-459 West 26th St. 5 New York City 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


fr IS ONLY WHEN CIRCUMSTANCES 

bring our own fortunes directly into consider- 

ation that we give much thought to those things 
which we classify as being of general interest only. 
Every one of us would be intensely interested in the 
subject of stream pollution if, as in one community 
reported by the Department of Agriculture, ninety 
cases of typhoid fever and seven deaths occurred among 
friends and relatives. We would then become indignant 
over the situation. We'd call a mass meeting, and pass 
resolutions, and see our representatives in local govern 
ing bodies. We'd insist that something be done. 
\lthough stream pollution in any particular community 
may not constitute a menace at the present time, men 
ought to look to the future. We owe a duty to our 
children and our children’s children in this matter 
not to mention the pressing duty we owe to our present 
generation. In this issue you will find “A National 
Survey of the Pollution of Streams,” a sanely-written, 
but none the less warning article which sets forth clearly 
what may be the ultimate results of stream pollution 
This article gives a brief review of stream pollution in 
various states. Perhaps yours is among them—and if 
it isn't perhaps there is reason why it should be. Read 
the article and see if it will not give you some valuable 
material which will help you to bring pressure to bear 
on the authorities who ought to be taking action. 


UPPOSE YOU WERE UP AGAINST THIS 

situation: In your state you spoke one lan- 
guage; in the three or four states surrounding you, 
there were three or four different languages spoken. 
Undoubtedly that was the situation when the world was 
young. It is, in fact, the situation in some parts of the 
world at the present time. If you travel fifty miles in 
any direction in southeastern Europe, you need to know 
half-a-dozen languages in order to make yourself under- 
stood. You have to be a linguist. With reference to 
plumbing codes at the present time you have to be 
something of a linguist if you want to work anywhere, 
either as a journeyman gaining experience, or a master 
plumber reaching out for new business, than in your 
own bailiwick. The differences in plumbing codes is 
tremendous and the contribution of “Domestic Engi- 
neering” to standardization has been along the lines of 
comparing and tabulating those differences. * We are 
moving toward a uniform code. What it is to contain 
will he of vital concern to you. We suggest therefore 
that you read Mr. Starbuck’s “What the Other Fellow 


Is Doing” in this issue, as well as the other articles in 


the series on plumbing codes. You'll be amazed at the 
different practices in different states—and youll un 


doubtedly gain by knowing those differences 


KING 


and prob 


VER SuNGe Ite DAYS: On 
4 Arthur’s knights of the round table 
ably before—it has been the custom of men with sim 
ilar interests to get together in one way or another and 
discuss their problems “Domestic Engineering's” 
Round Table discussions of heating problems are fol 
lowed by an ever-increasing number of men, not merely 
as pleasant reading, but because the problems discussed 
are practical—they are such difficulties as you may any 
day be called upon to solve on the job. There ts a say 
ing that two things make a man successful—what he 
knows, and what he knows about sources of informa 
tion. ‘These articles, if you keep them on file, will 
gradually build up an invaluable reference library—a 
source of information which will many times serve you 
well when you are up against a difficult installation. 
Read the discussions—hetter still, become one of the 
contributors. When the next heating problem is pub 


lished, try your hand at solving it. 


._ MRE TWO ARTICLES IN THIS 
issue on the administrative and = merchandising 


phases of your business. One, “Check Up!” ought 


to stimulate you to a lot of thinking. If you can follow 
out the suggested line of examination for the condition 
of your business, and if you can answer every one oi 
the questions satisfactorily, you've built a sound founda 
tion. If you can't, those questions will suggest to you 
the weak points in your system of operation——points 
which may some day cause trouble unless they are cot 


rected now. “Check Up!" ‘Try it 


o ww MILT MARVELS HAS ANOTHER OF 
his stories, which he has called “Demonstrate,” 
because the plumbing and heating firm about whom he 
is writing has found that demonstrations will sell any 
thing. It will stay sold, too, when it's demonstrated, as 
Milt proves to you by citing the way the automobile 
salesman goes about his work. If you've ever bought 
a car you'll get the point. Demonstrate and sell more 


merchandise, 


Your Ea 
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THE NEW “TOLEDO’’ 
IS SUPREME AMONG 
PORTABLE WORK BENCHES 








This shows the strong, sturdy construction 
of this bench. Note how the legs are firmly 
held in place and may be quickly dis-as- 
sembled. Also note the adjustable pipe 
rest. 


IF YOU HAVE NOT YET RECEIVED YOUR 
COPY OF THE NEW “TOLEDO” CAT- 
ALOGUE, SEND FOR YOUR COPY TODAY. 


This is the work bench you need, especially for your 
out-of-the-shop jobs. It is so strong that it is 
practically indestructible and has held loads of over 
two tons without giving. 


It is portable and the legs may be quickly removed 
or re-assembled in a few moments. 


The table top is 25 inches long and 10 inches wide, 
and bored for various makes of vises and attach- 
ments. 


It is rigid and needs no bolting to the floor, even for 
cutting or threading the larger sizes of pipe. 


it is everything a portable work bench should be. 


The net price is $12.00 ($13.00 West of the Rockies) 
f. o. b. Toledo. 


Put one of these work benches to work for you and 
we predict it will prove the best bench you have 
ever used. 


BUY BY COMPARISON AND YOU’LL BUY A 


“TOLEDO” 
ISAK 29 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 
NEW YORK OFFICE 50 CHURCH ST. 


Mention Domestic ENGINEERING when writing advertisers. 
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“We don’t know, but you can rest 


The Big- 
gest Sale 


That was the answer of a successful master plumber 


assured that you are dealing with a 
firm that will mighty soon find out.” 


and heating contractor to a customer who com- 
plained that the heating plant this contractor had 
did to 
To finish the story the contractor found 


installed for him not work and he wanted 


know why. 
out why and fixed it ina hurry. But that is not the 
In that answer can be found one of 


He 


has sold his company as a firm which stands behind 


whole story. 
the main reasons for this contractor's success. 
its work, as a firm which can be given work with 
That is an 
should 


the assurance that it will be well done. 


important sale which every business man 


make. Once made, the sale of goods and services 


meets little resistance. 


Selling Oil 


Burners 


ers, it should be dispelled forever by the story of the 


If there is any doubt of the im- 
portance of the heating contractor's 
place in the distribution of oil burn- 


home owner who has just thrown out his sixth oil burner. 
At first that sounds like anything but a boost for oil 
burners. But the story behind it is that this home owner 
had a heating plant which was entirely inadequate for 
the load it had to carry, which had never given satisfac- 
tion with coal, but which the various oil burner salesmen 
had said would work like a charm if only their burner 
were installed in it. In other words, they were high 
pressure salesmen whose one thought was to make a 
sale and whose one chance, they thought, to make that 
sale, was to represent the oil burner as a cure-all for 
heating troubles. The fault was with the salesmen. The 
various burners were good machines. All have hundreds 
of successful installations. But what that home owner 
needed was a new or remodeled heating plant before he 
tried to burn any kind of fuel—wood, coal, oil or gas. 
And the oil burner salesmen 
experts 


were salesmen, not heating 
They did not know 
they saw one. 


a sick heating system when 


That home owner is now a menace to the oil burner 
industry. He will knock oil burners every chance he 


gets. ‘hey have cost him money. He has cost oil burner 
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8 me 
dealers money. It is difficult to imagine a heating cot 
tractor endeavoring to heat a house with a poor heating 


He would 


at once that what that home owner needed 


plant by means of an oil burner. recognize 


was his set 


vices as a heating contractor first and as an oi] burner man 


And because he would recognize that, everybody 


would be satisfied, for the result would be a good job 


second. 


That is one very good reason why the heating contractor 
is a good oil burner distributor. 


Oil burners are no longer in their infancy. The publi 


convenient 


has accepted them as a safe, comfortable, 
11 


Many contractors in our field are 


method of heating. 
enjoying added profits from the sale of oil 


Their organizations fit right in to such business 


se * , Interesting figures on the price of 
Fae Fe Ones Heres 08 Pe 

labor were recently released by 
of Labor 


the National Industrial Conference 


Much has been said of the purchasing power 


Board. 
of the dollar today in comparison to its purcha 


1 


power in 1914. Because of the increased cost of 


ing, wages have advanced and advanced in the last 
ten years, and high wages are often dismissed with 


the remark that they differ little from former yea 


in purchasing power. Right now, for instance, a 


dollar will buy only what sixty cents would buy in 


1914. But look at the employer’s ‘side of the pi 
ture. His dollar today buys only as much labor a 
43.7 cents bought in 1914. In other words, as the 
3oard points out, while the employe’s dollar, spent 
for general living expenses, has decreased only about 
40 per cent since 1914, the employer’s dollar, spent 
for wages, has declined 56.3 per cent and is worth 
considerably less than half of what it was in pre-war 


days. These percentages, however, the study em 
phasizes, cover average amount of labor in terms of 
man-hours, and do not take into account kind and 
quality of work or changes in labor efficiency. 

Such figures are not necessarily exact fot 
They cover the 


the 
plumbing and heating field. labor 
subject generally. But they furnish considerable 
food for thought and, perhaps, something to tell the 
purchaser who complains of the high price of plumb- 


ing work, 
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By FRED EWING 


k the 
tNovember, Arthur G. Maier of St. Louis advocated 
Here is an article which 


conference of advertising and sales managers held 


riodical “inspection days.” 
down a practical formula for an individual check up. 


ERBRUARY is a short month and the signal 
for a certain progressive plumber to get out 
his blue pencil and go over the facts and 
As he makes 
hasty survey of the outstanding events of the 
eeeding six months, he analyzes them in both 
ritical and constructive light. 

By 
ures that he can use those valued experiences 
yesterday to guide him effectively for tomor- 


¥. 


sures of his business activities 


reviewing his past accomplishments he 


He has a certain number of questions to 
figures, 
re-analysis covers several essentials in good 
nagement. 

1— Stock Turnover; 

?—-Advertising Program; 

}—Salesmanship Methods; 

{—Window Displays; 


t these facts and and his question- 


j— Service and Business-Building. 
These the 
«et a pyramid of business building which shall- 
ipse all previous efforts, and his budget 

un of this progressive 

imber generally gets what he goes after. 

As he proceeds with his critical analysis he 


furnish groundwork on which to 


in 


business promotion 








is down his plans and ideas which he is going 
adopt, of 
tich he finds that 
blems and re- 
hits than by any other method which he has tried for the 
erpose «6 of” arriving 
ethods. 


and by means certain questions 


he attack 
achieve better 


asks himself, he can his 


more aggressively also 


at fool-proof  business-getting 
His test questions are something like this: 


I.—Stock Turnover 









A. 
(ascertain the reason for this rapid turnover. 

8. Profit by this analysis by pushing these lines from 
Won. 


List all items which sold in quantity during the year 





(. List all ‘‘average”’ 
{how to 
‘ontinue. 
). Find out what 
ikely to be most in demand in the immediate future. 


and ‘‘poorest”’ lines sold and figure 


move this dead-stock, and what old lines to 


new lines should be added, and what 
The chain of questions is as complete as self-analysis 
imake them. 
le to time and old ones discarded, until a complete, ac- 


New questions are added to this list from 


tate and exhaustive survey can be had of the stock turn- 

Take a few more examples: 
H.—Advertising 

What type of advertising pulled the best results? 


> 


* problem. 
4 


\ 


BR ¢ 








' I afford advertising of the same kind? 
Pehould I cut down more on my advertising? 
4°. Have I done enough advertising recently- 


an more 


too much? 
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D. How can I improve on my advertising methods gen 
erally? 
E. What types do other plumbers seem to find effective? 
H.—Personnel and Sales 
A. Am I keeping in close enough touch with my help? 


Do their methods please or offend customers? 
B. Have I attacked the 
enough? 


help problem constructively 
C. Am I paying my help too much for what they do 


not enough? 


D. What have I done to make my help more efficient? 
What educative program can I adopt which will make 
them more valuable to my business? 

E. Do I coach them enough in making sales in the shop 


when out on a job? 
IV.——Window Displays 


A. Do they attract enough attention—influence passers- 
by to drop in? 

B. Is my store layout and counter-display effective to 
promote buying? 

C. How can I create a more attractive store and shop 


environment? 
D. What good stunts have others pulled which I ought 
to try out? 
V.—Service 
A. How nearly did I deliver 100% service at all points? 


(Continued on Page 23) 





What the Other Fellow is Doing 


By R. M. STARBUCK 


thing if every reader of 


Y OULDN’T it be a great 
/ Domestic Engineering” could have the opportun 


ity of studying the plumbing codes of the entire 


country? Maybe you think that you know pretty well 
right now, what ‘‘the other fellow’ in some other part of 
the country is doing in the line of plumbing The writer 
of this article a year ago, felt that way about it—felt 
that plumbers everywhere who pretended to do_ high- 
grade work, were following along practically identical 
lines. That is far from being the situation, however. 
During the last twelve months, we have made a more 
or less intensive study of many of the plumbing codes 


of the United States and Canada, and it has really been 
an education in itself. The collection of plumbing codes 
at the present time numbers 250, and study of them has 
shown that there are nearly 250 assortments of plumbing 
practice in that number of our cities. 

If it were possible to apply this same situation to the 
heating trade, and find this same number of cities install- 
ing heating systems supposed to operate under 250 differ- 
sets of laws, and with the tremendous variations found 
in plumbing the inhabitants of of those 
cities must inevitably roast to death, and freezing to death 
the fate of others, with a possible few existing 


ent 
practice, some 
would be 


under comfortable circumstances. 
We feel proud of the accomplishments that have been 


made in plumbing, and we are certainly justified in this, 


very 


but we still have a long row to hoe before we get to the 
which an increasing number of us are aiming. 
that is. That ideal is a uniform code, a 
to from one end of the coun- 


position at 
You ask where 
code that shall be adhered 
try to the other, and to that should be added uniformity 


in plumbing materials. 
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Fig. 2 


code, 


The 
or at 


uniform 
least an 
proximation to 


ap- 
it, is 
in our estimation sure 
to come, but we have 
work ahead to 
this thing to 
We are grati- 
fied to the op- 
portunity of doing 
bit for the ad- 
vancement of this 
cause. And possibly 
you can fit into this 
plan by sending to 
“Domestic Engineer- 
ing’ a copy of your 
local plumbing code. 
In a recent issue we 
a list of cities 
whose plumbing ordi- 
nances we have, and 
if your town or city 
is not on the list, you 
help this work 
along greatly by add- 
ing your town to 
that list. 

We 


much 
bring 
pass. 


have 


our 


fave 


can 


are undertak- 
ing a big piece of 
work—the tabulation 
of the plumbing prac- 
tice of the entire 
country, as shown by 
the plumbing ordi- 
nances of every city 
and town that we can 
obtain. 

Our plan is to tab- 
ulate every important 
requirement that is 
generally to be found 
in these codes. It 
means a tremendous 
amount of work, 
which may not ma- 
terialize in the shape 
of the published tab- 
ulations for months 
to come. 


plumbing ordinances included in these tabulations? 





my pare. 
> L. a 





















































Fig. 1 


Is it not worth your while to have your local 


? 


PLUMBING INSPECTORS HAVE HELPED GREATLY 


ECENTLY we have had quite a bit of correspor 
chiefly with plumbing inspectors, 


nce, 


regarding their 


codes, and there has come to us quite an assortment of 


sketches showing various plumbing installations 
collection of drawings there are quite a number 
tures, which seemed interesting to us and which we 
They are not only of interest in 


present to you. 


this 


fea- 
will 
gen- 


eral way, but they serve to emphasize the fact that we 





wr 
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cal 


LY 

nce, 
heir 
+ of 
this 
fea- 
will 
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have been discuss- ¢ : 
ing, the fact that ee Duct fe ~ 
plumbing practice P $b Gielen 3 
+ “ Z) 
js not the orthodox = j——{——7— | ama tt pee 
CS AO ee 


thing we had 
thought, but is as || | 
varied as anything tH | 
can be. 

From the plumb- 
ing inspector of 
Phoenix, Arizona, 
a drawing 
we take the portion "iil 


comes 
from which 
shown in Fig. 1, illustrating four 
different methods of bathroom con- 
nections used in that city. We 





Rain Leader 
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is that house drainage and roof drainage are served by 
two separate systems. 

In Brookline, urinals are provided with local vents, as 
shown in Fig. 3, this vent acting not only as a vent for 
the inlet pipe, but also as a vent for the removal of 
odors from the floor of each urinal stall. 

M. Pat Lake of Utica, N. Y., 
layout (Fig. 4), for a two-family house as done in his 


happens to have sent a 


city, quite a bit different from the Brookline layout. Cer 
tainly the use of wet vents is on the increase, and if the 
use is judicious—if no danger of siphon 
age arises thereby, why is the practice not 
legitimate? 

The question in this layout concerns the 
bathtub and lavatory on the lower floor 
will they ever be subject to siphonage? 








think the work on the two lower leenel i 
floors superior to the other work, thst = ty 
for we do not like the connection of 

branch wastes into the closet bend. 

In the Schoolmaster discussions we 

have often criticized the use of the p—) 
quarter bend used on the vents for -t=4¢————t-j} 





these water closets, the idea being 
that such vents should be so con- 
nected as to allow all collection of 
condensation, scale, rust, etc., to 
drain naturally from the vent pipe 
into the bend. 








Fig. 4 


James P. Mahon, plumbing inspector of 
Brookline, Mass., has been kind enough to send 
us the layout generally followed in that city, in 
the plumbing of a two-family house, as shown in 
Fig. 2. An accompanying letter states that wet 
venting, a new thing for Brookline, is being used 
extensively, that the main trap has been elimi- 
nated, that lead pipe cannot now be used under 
the floors, and that vents need no-.longer be increased at 
the roof. The latter provision we do not quite under- 
stand, for this city is in a cold region, where frost is very 
likely to close up the roof openings. It would be fine of 
Mr. Mahon to reply to this point. A feature of this work 


Back Water 
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No sizes are given, but we are taking it 
( for granted that the vertical line is not 
Nt less than 2-inch. We should take into 
account the character and use of the 
bathtub and lavatory, in basing our judg- 
ment. In our opinion, it is very seldom 
rt ; that the bathtub and 

charged at the same instant. Taking these 


lavatory are dis- 








two considerations into account, we would 
not say that it was in any way probable 
that the lower bath and lavatory could be 
siphoned — hence,’ the 
shown, seem to us O. K. 

The Brookline 


shows the house and roof 





connections as 


layout 


drainage carried in sepa 
rate lines, and the house 
drainage without 
trap, whereas just the 
opposite is true of the 
Utica layout, the two 
kinds of drainage being carried by the same system of 
piping which is provided with a main trap. 


main 


Fig. 5 


NOT KEEN FOR THE MAIN TRAP 

N CONNECTION with the Brookline and Utica methods, 
I it is certainly interesting to note how Glens Falls, 
N. Y., handles house and roof drainage, according to 
Fig. 5, a detail taken from a plumbing elevation sent to 
us by James J. Hogan, plumbing inspector. This 
drawing shows something that is new to us, something 
we have never before seen—the use of two main traps 
and fresh air inlets on the same plumbing system, one 
on the house drainage system, the other on the roof 
drainage system. Mr. Hogan writes as follows—‘We re- 
quire a separate rain water line, trapped, with fresh air 
inlet, which acts as a tell-tale, as our sewer system is a 
combined system (sanitary and storm water), and it very 
often occurs that the sewer system is overtaxed, and when 
that condition exists, the rain water escapes through the 
tell-tale, and prevents any damage occurring inside the 
building. This system has worked out very satisfactorily.” 
In reality the pipe that is alluded to as a fresh air inlet 
on the storm drain, is more properly a tell-tale, as men- 
tioned, for if the trap was discarded, and each rain leader 
separately trapped, such a pipe could still be used as a 
tell-tale pipe. Personally we are not keen for the main 
trap, and of course backing up of the sewers in a heavy 
rain storm should properly be taken care of by sewers of 
increased capacity. This use of the fresh air inlet or tell- 
tale is very interesting. 

Right in line with this subject of fresh air inlets, a 
drawing recently received from Benton R. Anderson, 
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city engineer of Clinton, Iowa, shows a method of con- 
nection for the fresh air inlet which is seen in Fig. 6. 
From a note on the drawing, we judge the work is done 
according to the Iowa State Housing Law, a copy of which 
we should be pleased to receive from any one of our Iowa 
friends. The fresh air inlet is in no way a drainage pipe. 
It is used for the purpose of bringing into the plumbing 
system a supply of fresh air, and to create a circulation 
of this air through the system, and out through the roof 
pipe. It also serves to prevent air-lock between heavy 


bodies of sewage in the house drain, and the seal of the 


main trap. 

In this same elevation, it is to be noted that the sinks 
Just what 
the distinction is between the two fixtures, we do not 
understand. It would certainly seem to us that the sinks 
require venting, and just as certainly the laundry tubs 
also. The top floor lavatory needs no other vent than 
the stack extension gives it. It would be much better to 
use continuous venting than the type of venting shown. 

Somewhat along this same line, is the work shown in 
Figs. 7 and 8. Fig. 7 shows work as installed in Man- 
chester, N. H., according to the drawing submitted by 
Frank A. Guba, Jr., plumbing inspector of that city, and 
Fig. 8 similar work done in Danville, Ill., as shown in 
the drawing sent in by William Connors, plumbing in- 


are vented, whereas the laundry tubs are not 


== == 


Legler aod 

















Fig. 12 Fig. 13 
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spector. The work in both these elevations is practi ally 


the same—there is an entire absence of venting. From a 
note accompanying Fig. 7, we judge that fixtures within 
four feet of a stack, are not required to be vented. his 


of course is a regulation adopted by this city, probably 
on the advice of some individual or several individils, 
but without any definite scientific knowledge back of it, 
to guarantee that work so installed is safe against sip! n- 
age. Very likely a similar situation is responsible for the 
like practice in Danville. 

Now let’s take a look at Figs. 9, 10 and 11, which show 
plumbing practice sanctioned in Atlanta, Ga., according 
to a drawing by J. A. G. Beach, chief plumbing inspector 

At first glance, Figs. 9 and 10 seem the same as 
Figs. 7 and 8, but it will be noted that in the Atlanta work, 
4-inch stacks are used, whereas 2-inch stacks are used in 
the other two cities. Evidently the Atlanta people didn’t 
dare to take a chance with a 2-inch stack, with the fixtures 
unvented. We cannot see how it would be possible to 
create even the slightest siphonic influence on any of these 
fixtures, and therefore feel that Atlanta is justified in not 
calling for the venting of these fixtures. On the other 
hand, 4-inch pipe costs a lot more than 2-inch, and might 
often be more difficult to use. In our opinion the Man- 
chester and Danville work requires venting, but evidently 
the Manchester and Danville authorities do not agree to 
that—and there you are. And perhaps Atlanta has gone 
to the other extreme—perhaps 3-inch would have been as 
safe as 4-inch. 

This is a fine example of 
the need there is for defi- 
nite, scientific information 
on this one feature, and we 
need not tell you that there 
are scores of other unsolved 
plumbing questions and 
problems besides this one. 





SCIENTIFIC INFORMA- 

TION NEEDED 

HO is going to decide 
W whether Manchester 
and Danville are right, or 
whether Atlanta is right, or 
whether all three are wrong? 
What is needed is definite, 
scientific information, based 
on exact experimental work, 
conducted not under theo- T 
retical or perfect conditions, 
but under practical working 
conditions. 

Along with the universal 
code, as a guide necessary to 
it, we believe there will be 
developed or established in 
some way, the means of 
gaining exact knowledge on 
the many disputed points 
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on some of these subjects will not settle 
the matter for an entire community. 

Fig. 11 also shows Atlanta work. 
this ordinance allows a line of lava- 
tories on eight floors to be unvented 
when close to a 3-inch stack, and for 
puildines higher than eight floors, 4- 
inch is required. 

W. L.. Ratiaseau, plumbing inspector 
ef Galveston, Texas, showed: in his 
drawing the way in which a battery of four lavatories 
would be connected, as in Fig. 12, and the Manchester, 
N. H., method of doing the same thing appears in Fig. 
13. Galveston beats Manchester quite a bit in this, but 
nevertheless is not up to the mark, for the best prac- 
tice calls for the separate trapping of each fixture. 
When this trap is clogged, all four fixtures are out of 
commission,—also it is a sure thing that the Fig. 12 
method produces a number of feet of unprotected foul 
waste pipe, which is bound to more or less affect the 
atmosphere of the room. 

In Fig. 13 it is expected that the circuit vent exten- 
sion is going to vent this trap. We do not agree. 
Moreover, the same objections apply as in Fig. 12, ex- 
cept that there is even more foul waste pipe in this case. 

Another of our good friends among the plumbing 
inspectors, D. P. Magann of Roanoke, Va., recently 
sent us a set of plans showing a septic tank designed 
by him for use in his city, which has given excellent 
results. 

This septic tank is planned to serve a house occupied 
by eight persons or less, and where this number is 
greater the capacity should be increased twenty-five gal- 
lons for each additional person. 

Fig. 14 shows the general connections between house 
and septic tank, but a clearer idea is shown by the cross 
section and plan in Fig. 15. An important feature not 
shown in Fig. 14, is the fact that the. waste from the sink 
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GREASE TRAP 
Fig. 16 and 17 


is not carried into the tank, but first to an outside grease 
trap, and from there direct to the field drain. The grease 
trap is shown in detail in Fig. 16. It would be interest- 
Ing to know why it was decided not to discharge the sink 
to the septic tank, and whether any trouble is experienced 
from the discharge of the grease trap polluting the field 
drain. This system, as mentioned by Mr. Magann, pro- 
vides, ventilation for the field drain and septic tank, by 
omitting the house trap between the tank and the build- 
ing 

Fig. 17 shows the way in which the field drain is laid. 
This underground disposal line is made of 6-inch open- 
joint tile from the outlet of the tank to the beginning of 
the last two branches on the field drain. All branches are 
‘-inch tile. The total length of the drain tile is 150 feet. 
We believe this septic tank layout will be an interesting 
‘hing to many of our readers. 

Analyses and comparisons of plumbing codes, handled 
‘1 4 much more comprehensive manner than is done in 
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this article, will be published in future issues of ‘“‘Domes- 
tic Engineering.’’ The writer wishes to take this oppor- 
tunity of thanking the hundreds of master plumbers, 
plumbing inspectors and other sanitarians who have ren- 


dered assistance in making these analyses possible. 


Check Up! 
(Continued from Page 19) 


B. Were there any complaints—how were they adjusted 
what happened 
C. Was the quality of my work up to standard? 

D. Did I fulfill all of my promises? How often did I 
fall down? What happened? 

By carefully weighing 
plumber is able to use the valued experience of the past 
as guide-posts for the future. Should he find, after a 
careful survey, that the past six months have been a period 
of outstanding greatness, that doesn’t satisfy him, for he 
knows that by this simple analysis-method he éan still 
make the future six months the most profitable in history 
by charting his course and basing his calculative plans 
on an inventory of past accomplishments. And so with 
him every succeeding six months’ period has to be better 
than the preceding, and each year is the guiding star 
for a pyramid of business success for future years. 


did the customer come back? 


these various factors, this 


HE Supreme Court of Wisconsin says that it holds 
pe one who maliciously induces another to breach 
a contract with a third person is liable to such third 
person for the damages resulting from such breach. 

With far greater reason must it be held that one who in- 
duces an agent to betray the trust reposed in him by his 
principal must respond in damages which the principal 
sustains thereby.—Singer Sewing Machine Co. Vv. Lang, 
203 Northwestern Reporter, 399. 
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The O'Neill salesroom its the whole display window 


emonstrate! 


By MILT 


7 NDOUBTEDLY as the methods of merchandising, 

[ | coming into use so widely in the plumbing and 

heating industry, shape themselves more and more 

to the particular needs of the industry, there is going to 

be a recognition of the fact that demonstration is an 
effective aid to selling. 

Any time you express a desire to buy an automobile, 
you can have as many rides as you like in as many auto- 
mobiles as you like. You will have everything about the 
car demonstrated for you, from the patented cigar-lighter 
to the four-wheel brakes. You will be shown how the 
car will pick up from five miles an hour to forty-five miles 
an hour in a couple of yards or so. Then you will be 
shown how the four-wheel brakes will permit you to run 
up to within four feet of the traffic cop and come to a 
dead stop with an inch or two to spare between the front 
bumper and the crossroads guardian. You will be asked 
to listen to the purr of the motor, the honk of the horn 
and the music of the wind in your ears as the speedometer 
registers the rollicking gait at which you are traveling. 

Let your wife indicate to the chap who sells washing 
machines that she is thinking of getting one for the 
woman who comes in once a week to use. The washing 


MARVELS 


machine man will load a washer on his truck, bring it to 
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your house some fine Monday morning and do the week's 
wash, proving conclusively that your wash lady can be 
finished and ready to attend the weekly meeting of her 
bridge club by two-thirty in the afternoon. 


MOST PRODUCTS ARE DEMONSTRATED 


OU SEE what I’m getting at: Most products are dem- 
7 auaaen before they are sold. The check protector 
man will put his machine on your desk and show you how 
it works. Any radio man will tune in and tune out sta- 
tions to show you what a wonderful outfit he has. So on 
all along the line. ‘‘Demonstrate and sell’ is the slogan 
wherever it can be accomplished—wherever the product 
lends itself to demonstration. 

In our own field we need to look around for means of 
demonstrating the products we sell. I have advocated in 
these stories that lavatories, kitchen sinks and bathtubs 
displayed in the sales room be connected up with the 
water supply so the prospect can actually turn the water 
on and see it run. That’s demonstration at its simplest, 
but it helps sell because it helps the prospect to see that 
product actually at work in his home. 
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Means can be found to demonstrate most things which 
the master plumber and heating contractor sells, and in 
the sales room of John O’Neill & Sons, of Peoria, IIl., 
under the guidance of ‘‘Andy” O'Neill, one of Illinois’ 
best-known members of the industry, the art of demon- 
stration has been brought to a high point. Here the pros- 
pect may see the product he is interested in at work at 
one time or another, or so set up that its working is made 
clear to him. 

Perhaps the next step in demonstration to the actual 
connection with water of all fixtures on display, is the 
actual installation of the small bathroom. To say to a 
prospect, “You can put a bathroom into a very small 
space—five feet by five feet, or five feet by seven feet,’ 
or whatever size is available, may give him an idea of 
a bathroom in which it would be difficult to turn around. 
But in the O’Neill establishment off in one corner there 
has been built a low-ceilinged room, five feet by seven feet 
three inches, with all the necessary fixtures, closed off 
from the rest of the sales room by a door. ° 

I can imagine that after a prospect has been told by 
Mr. O’Neill that this or that unused space in his house will 
do very well for a bathroom, and getting the impression 
of an altogether uncomfortable room, when the door is 
thrown open and he steps into that compact, complete 
little room, he is pleasantly surprised. Demonstration! 
No longer will the prospect find it difficult to imagine 
bathtub, bowl and lavatory, with all the necessary auxil- 
jaries, in the small space available. There it is, with no 
room wasted and yet with no feeling of being crowded. 
The average person is utterly unable to form definite 
ideas about measurements. It is necessary to show the 
actual room so that the prospect may be convinced. 
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SELLING BETTER FIXTURES 

». VERY contractor tries, I suppose, to solve the prob- 
kK lem of inducing his prospects to buy better types of 
fixtures. I find many who, after a job has been secured, 
make up a set of sheets on which are pasted the fixtures 
which are called for in the contract; then add other sheets 
on which other and better types are shown That this 
method is effective cannot be denied; it is selling merchan- 
dise. But it is better still to have such a display that the 
advantages of the better type of fixture may be seen on the 
floor of the salesroom. 

Mr. O’Neill pointed to the outside wall of the little bath 
room, against which are two or three kitchen sink Here 
the prospective purchaser can get a much better idea than 
from a picture of what the double drain board, for in 
stance, might mean in convenience I think it’s a pretty 
good bit of sales strategy, myself. 
his wife dropping in to look over the fixtures that are to 
be put into their new home, or to be used for remodeling. 
The lady of the house steps to the kitchen sinks. She 
stands before them there in the sales room, and in her 


Think of a man and 


mind’s eye she is seeing herself in her kitchen. Instantly 
she begins to fit this sink and that into her day's work; 
and when the contrast has made itself felt and she indi 
cates to her husband that it is the better type of sink 
which she wants, what husband could, under the circum 
stances, refuse her? 

Incidentally, the display of sinks gives Mr. O'Neill a 
nice opportunity to demonstrate the convenience of the 
swing spout type of faucet, and he says that almost un- 
failingly a prospect seeing it wants it, together with the 
spray which he has attached. So the principle of demon- 
stration stands, whether it is for the sale of a piece of 














A shop which lends efficiency to the O’Neill operations 
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merchandise the unit price of which is fairly high, or for 
the trimmings which offer a little more convenience to 
the housewife 

All this, of course, has to do with the sale of merchan- 
dise of a non-technical nature. The demonstration in- 
volved is of a simple kind—sometimes consisting of little 
more than a mere display of the products to be sold. But 
Mr. O'Neill has taken one step further in demonstration 
a step which I had in mind at the beginning of this article 
when I stressed the importance of demonstration 


Many a prospect 
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dows, a boiler is set up. The little bathroom I spc ke of 
is low in the ceiling, so that above it there is room for 4 
radiator. The radiator is connected with the boiler by 
riser and a return. The boiler is complete, just as will 
stand in basement or fire room. Mr. O'Neill leads his 
prospect to the boiler and there gives him an idea o! jug: 
how the system works, points out the riser, explaine con. 
densation and return and does for the system what the 
automobile man does with his talk of superior points .boy 
his motor, 

He sends his 
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grasped the sales- 
man’s statements as the basis of his own conviction. 


HOW TO DEMONSTRATE A HEATING PLANT 

F MORE heating plants were sold in that same way, 
I there'd be less difficulty about complaints. Suppose a 
heating plant is installed. The contractor has, in a gen- 
eral way, explained the system of heating to be put in, 
but the average person will be in the dark as to its opera- 
tion because he has never seen it. So, when something 
goes wrong, the owner of the building distrusts the sys- 
tem. It must be all wrong—simply because that is the 
way with the human being. We distrust the thing we do 
not understand. 

Mr. O'Neill has met this difficulty in a way deserving of 
emulation in every sales room in the country. The dis- 
play floor is very wide, and in the middle, near the win- 


phone bell rings 

Demonstrate and convince them! Demonstrate ané 
Ask ’Em to Buy! I’ll tell you the big, deep reason for the 
success of demonstration. It’s this: The prospect sells 
himself. That’s why, after he has done so, you'll find him 
going around repeating the reasons why he bought. What 
ever you have to sell that can be demonstrated—-and mos! 
of the things in your sales room can—don’t overlook 
that big help in putting over the sale. 

You will notice from the photograph of the O'Neill e& 
tablishment that the entire sales room, practically speak 
ing, is the display window. The floor is just slight! 
below the level of the bottom of the window and a passe! 
by may see all the merchandise displayed. This migh 


have its drawbacks, but every time you look into the 
O'Neill window-—and I've seen it a number of times. you 
find your attention focussed on some particular item 





1926 


PB of 
ra 
va 
will 
his 
just 
COn- 
the 


Out 


his 
way 
talk 
rior 
eat- 

He 
\rob- 


Ing 
and 
Mr 
tart 
the 


ght 


me- 
oul 
ome 
er 
dif- 
kind 
the 
ars 
tele 


and 
the 
sells 
him 


‘hat- 


mos! 


look 


eak 
htly 
ser 


igh 


Ou 


tem 





February 27, 1926 DOMESTIC 
When I was down just before Christmas it was a neat case 
of bathroom fittings so placed that you couldn’t miss it, 
and so good looking that, although I was miles from home, 
I wanted to buy. 

Then there was an automatic pump set up—you can 
see it in the window to the right—‘‘doing its stuff.’’ Move- 
ment in any display is valuable. It attracts the eye and 
it registers the message of the product on the mind. Once 
before it was an automatic heat regulating device; and 
so on, the idea of demonstration is carried out unceas- 
ingly. 

Now let’s have a look at some of the other things about 
this Peoria establishment. Have you ever noticed that 
everything a man directs takes on the signs of the quality 
of his direction? Look over on your neighbor’s lawn and 
you can tell what sort of a fellow he is. Better still, look 
into his back yard where he thinks people do not see. Like 
a lot of us, he may keep his front lawn trim and neat for 
the sake of appearances, and let his back yard run to 
seed. That gives you his number in a minute. 

So it is with a business—-when you walk into a sales 
room you can get a pretty good idea of the caliber of man 
directing it—particularly when you compare it, say, with 
his shop and the things the public doesn’t see. There's 
something about the O'Neill place that gives you the idea 
of quiet efficiency. Don’t ask me to explain—I only know 
that when you walk in the door and look around and 
when you see the arrangements in the shop, you know 
that this business isn’t running itself. It fits in with the 
story I heard about ‘‘Andy” O'Neill. Some years back he 
had a big job on a public building. Every contractor 
allowed for a certain necessary amount of decoration after 
the job was done—that is, for decoration they thought 
would be necessary. The job went to the O’Neill shop, 
and Mr. O’Neill saved some thousands of dollars by put- 
ting in a little thought beforehand and eliminating the 
necessity they’d all figured on of messing things up in the 
building in order to run the necessary piping. 


GOOD STORE AND SHOP ARRANGEMENT 

HE SALES ROOM is a model; it has a really large 
ipo of material on display. But it isn’t crowded. 
Everything is placed carefully so that there’s room to get 
around and see it from all angles. You note the compact 
little bathroom, the complete installation of the heating 
system, the office back of its partition. Then you step out 
into a modern, light, airy shop with all the machinery 
necessary to speed up production of material that is to go 
out on the job. 

You look down the length of the shop, into which the 
trucks may be driven. You see the lavatories, radiators, 
heaters—the fitting boxes. As you go into the shop from 
the sales room, against the office partition on your right 
are two framed blueprints. I don’t know anything about 
fittings—I’d probably have trouble to distinguish a lot 
of things. But by looking at that set of blueprints I could 
g0 directly to the box and take out what was called for. 
That’s a big help for a new man, and it conserves time. 
Evidently before that shop was built, it was planned— 
hot in a general way, but with every detail clearly in 
mind so that everything might be quickly and easily 
loaded, unloaded and located. Mighty good economy, too, 
when you’re paying a man good wages for every hour in 
the shop, to help him save minutes when he needs things. 

It’s only natural that when you’re in an establishment 
like this one, and you ask the question, “Do you aways 
figure in overhead and a profit in your estimates,’’ you get 
ready to dodge. The question doesn’t fit—you know from 
the minute you step in that the answer is, emphatically 
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“Yes.’"’ Mr. O'Neill said: “Of course; we don’t want to work 
if we can’t make money.” And they don’t guess whether or 
not they’re making money. They have a bookkeeping 
system which was installed by their auditor, and the books 
regularly get their auditing. I knew that, too, before I 
asked it; but what strikes me as strange is that old firms 
like this one—-it was established in 1885, don’t neglect 
these things; yet younger firms, with history yet to make, 
often do. 
it most. 

Mr. O'Neill isn’t depending, either, upon the age of his 
firm alone to bring in new business. In forty-one years 
of business the firm undoubtedly can boast of a long list of 


Surely the younger firms are the ones that need 


satisfied customers. But a list of 2,000 names has been 
built up from a source which can furnish the names of 
owners. In addition it was mighty interesting to see a 
series of car cards which Mr. O'Neill has had produced. I 
wish we had room to reproduce the two cards before me. 
They are standard car cards in size. Each one bears a 
photograph taken at the O'Neill building. 
same photograph of the front of the building which is re- 
produced with this article; the other is the photograph of 
the shop which is also reproduced. 


One is the 


One says, 
Plumbing 
and Heating 
Quality and Service 


. 


The other says, 
Prompt 
Plumbing 
Service 


ATTRACT ATTENTION 

OTH CARRY a catchy phrase which Mr. O'Neill has 
B adopted I believe within the last twelve months— 
mind you, the business is forty-one years old, yet new 
ideas are constantly being looked for—which invites the 
public to “Call Andy O'Neill.” I think those cards are 
mighty friendly. First they give the reader some idea 
of the kind of an establishment John O'Neill & Sons are 
operating—and the photographs are worthy of publica- 
tion. They state briefly the service offered. The cards 
give the street address and, most important, the telephone 
number of the company. The delivery trucks likewise 
carry the legend, ‘‘Call Andy O'Neill.’ Snappy that; the 
heating plant won’t heat, or the water won’t run, or runs 
when it isn’t wanted. Somebody says, ‘Call a plumber. 
If that somebody has seen the O’Neill car cards and the 
O’Neill trucks—anéd they will sooner or later in a city of 
there’s at least an even chance that 


the size of Peoria 
“Call a plumber” will suggest “Call Andy- O'Neill.” 

Just one more thought in closing, as the after-dinner 
speaker says, taking a drink of water and getting wound 
up for another half-hour. If a man thinks his costs are 
high, how is he going to cut them down? The first thing 
will be records—and he needs records that will enable 
him to put nis finger right on the spot. Every once in a 
while the O’Neill organization gets together for an infor- 
mal talk and records are brought out showing where time 
was lost on various kinds of work, pointing out how the 
loss occurred, and establishing a corrective ruling for the 
future. Demonstrating, again! 

The impression left by a visit to the O'Neill establish- 
Things seem to be arranged so 
There is none of the 


ment is one of confidence. 
that the business moves smoothly. 
excitement which indicates a poorly managed shop. There 
is none of the confusion in the display which always in- 
dicates laxity. Quiet efficiency—-a good quality in the 
prospect’s eye. 











Pointing Mannesmann shells previous to drawing 





|__POINTING 


/ T one time the making of sheet copper was the 
A first step in the manufacture of a copper tube, says 
“The Story of Copper.” The village coppersmith 

took a hand- or machine-rolled sheet, shaped it around a 


core and fashioned it into a seamed tube, securing either , 


edge by a crimp or rivet. Such slow 
and often unsatisfactory methods have 
now largely given place to such modern 
machinery as that illustrated 
that will pierce and draw 
down a solid or hollow cast billet, and 
make it into a tube. 


above, 
machinery 


Cylindrical solid billets from the re- 
finery that have been turned down on a 
lathe to remove the surface impurities 
and imperfections, are used in the 
piercing or Mannesmann process. The 
picture above shows the pointing of the 
shells previous to the 
drawing operation which will be shown 
in the next picture-story. 


Mannesmann 


Mechanical or chemical errors in any 
of these various processes will result 
in pipe unfit for the purpose for which 
it was made, and pipe is often tested in 
the following manner. It is dipped in 
a solution of mercurous nitrate and al- 


lowed to remain immersed for fifteen 








= No. 31 in a series of Picture-Stones "== 
on the manufacture of BRASS PIPE 


MANNESMANN SHELLS— 


minutes. If the pipe thus being tested has no internal 
strains, it will come out of the bath unharmed. But if 
the pipe contains internal strains and stresses which might 
cause it to split later, the pipe in this test will split like a 
bamboo rod as a result of the action of the acid. 





Drawing larger sizes of pipe on hydraulic bench 
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It has been a long time since the 


M-VB line of closet tank fittines was 
first introduced to the trade. In all 
the years there has. been no letadiowen 
of the standards of quality first estab- 
lished. “Today almost everyone in 
the business knows that the M-VB 
name is a mark worth looking for 
when the highest grade tank fittings 
are sought. Made by Morency-Van 


Buren Mfg. Division, Sturgis, Mich. 


Distributed by The American Pin Co. Division Scovill Mfg. Co. Waterbury, Conn. 


Address requests for full information to Waterbury, Conn. 
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», “Best Valve 
Tie Teversawt 


That is what a large western jobber says 
after he has sold his customers this valve 
for many months. 





Have you examined the new Flexitite Disc 
Valve that is creating a sensation among 
up-to-the-minute plumbers? This is the 
first stock gate valve they have ever seen 


0-B Brass Valves that always shuts off tight when it is new. 
— in the following Also, when it is old. Its self-seating design 


os results in a valve which becomes better 
see oon Gate and better with use. And it is a never-leak 


125 Ib. Standard No. 20 valve to start with. 
100 Ib. Light Std. No. 25 


Radiator Valves Won’t you ask your jobber to show it to 
as iad you? You can use this gate valve almost 
Hot Water No. 40 any place—in many places where you now 
Freng: peane ng” gaa install globe valves, because this Flexitite 


Globe, Angle and Disc Valve does not leak. 


Check Valves 


i 
Die Fibre Ask your jobber or write us 
No. Dise No. ' ; 
150 Ib. Standard ™ "0 0 direct for illustrated literature. 
125 lb. Standard | 15 
100 lb. Light Std. 1% .. 
Competition.... 2 a 
Lock and Shield. 5 5 


Ohio Brass Company 


Mansfield, Ohio 
U.S. A. 


5 
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~ Ohio Brass Co. 


CAR EQUIPMENT MINING MATERIALS VALVES 








PORCELAIN INSULATORS LINE MATERIALS RAIL BONDS 
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S THERE 
shortage? 





our streams? 


a danger of water 
What will be the 
result if we continue to pollute 
These questions 
are of vital interest to the entire 
plumbing industry 










A National Survey of 
The Pollution of Streams 


have answered the call of ‘‘Domestic Engineering”’ 

to war on stream pollution, and the endangering of 
the nation’s future water supply. The National Associa- 
tion of Master Plumbers and nearly thirty state asso- 
ciations have gone on record as being aggressively allied 
with this movement. Due to their efforts and the efforts 
of boards of health and others employed in fields of sani- 
tation, whole communities are arising and groups of cities 
are working jointly to safeguard, the water supplies of 
their citizens. 

Nearly every state in the Union has its stream pollution 
problem. This is no credit to the master plumbers and 
the sanitarians of the United States considered in con- 
nection with the fact that the Thames river that runs 
through the city of London, England, and the Seine that 
runs through Paris, France, as well as many other Euro- 
pean rivers are as pure and free from pollution as were 
once the rivers of the United States, some of which are 
now virtually city cesspools. 

Is this a live issue? Is there danger of a water shortage? 
What are the conditions in different parts of the country? 
It is such questions as these that this article proposes 
to answer. 

American cities, especially those in the East, are com- 
pelled to consider their future supply of pure water. New 
York City, for instance, has made herculean efforts to sup- 
ply its citizens with safe water. It is claimed by authori- 
ties on the subject, that the present security will last only 
until about 1935. At that time, unless other provisions 
are made, that city’s use of water will exceed the yield 
of the various sources of supply. 

There is a limit to the area available for New York city. 
Other cities now seek to share that drainage area as their 
population and water consumption increases. It is even 
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stated by an alleged authority on this subject that the 
growth of cities in parts of New York state will soon reach 
its limit on account of the lack of pure water to support 
further growth. 

Many other cities are not 
York A great 
years away from the danger point and other cities, towns 


so happily situated as New 


city is. number are not more than five 


and villages are right now put to it to find a supply of 
water which they are willing to drink without boiling. 
The newspaper clippings which were selected at random 
and which form the heading for this article, tell the story 
in a vivid manner of the national interest in the subject 


of stream pollution. 


USING COMMON SENSE IN THE STREAM POLLUTION 
CAMPAIGN 


HILE stream pollution is a matter in which every 
W master plumber should take an active interest, it 
should not be forgotten that there may be an extreme point 
to which one might go in the attack on this national evil 

The ideal condition would be to handle all sewage and 
waste so that our streams and rivers would return to their 
pristine purity and to their original beauty, but this ideal 
must be abandoned of necessity. It is recognized that even 
without wilful and purposeful pollution, in fact, after the 
application of all reasonable protective measures, streams 
draining populous areas will still be too seriously polluted 
to permit of their use for domestic water supply without 
purification. This fact puts a practical working limit to 
the action of master plumbers and others directly inter 
ested in pure water supply. On the other hand, data given 
in this article is sufficient that 
stream and river pollution may so overburden the water 


evidence uncontrolled 


supplies of our nation as to result in a serious economic 
loss. 
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Part of the new sewage treatment plant at Milwaukee, Wis. 


This plant has attracted the attention of sanitarians through- 


out the United States 


the utilitarian 


guiding 


These ideal and should 
therefore The 
various factors to be considered in outlining this principle 
drainage and 


industry, 


the 
resolved 


two views, 


become into a principle 


are, domestic water supply, navigation, 


irrigation, development, fishing as an 


pleasurable and health-giving enjoyments in such forms as 


power 


bathing the disposal of sewage and 
and the enjoyment of These may 
be balanced according to their relative importance so that 
the less with the im- 
portant, the importance of any factor being determined ac 


boating, and fishing, 


waste scenic beauty. 


important shall not interfere more 


cording to its effect upon public health. 


STREAM POLLUTION IN VARIOUS STATES 
N ORDER to get sonie idea of stream and river pollu- 
| tion as a national problem, let us examine the condi- 
tions in several of the states 
California: In California, for instance, the streams of 
the state are practically without exception contaminated by 
advisable and even necessary to 
it is treated. It is 


sewage which renders it 


refrain from drinking water unless 
considered by the state department of health that except 
directly below outfalls, the streams of the state are safe 
for recreational uses, for irrigation, etc. 

The California of health that 
is a great need in all states for expert determination of the 
actual conditions of streams, the causes of their pollution 
improvement. These plans 
the recovering of by- 


state board feels there 


and constructive plans for 


they believe, may well consider 


products. 
The 


states, 


board of health 
of streams, I 
now be 


the California state 
“In a movement for the betterment 
think that the most constructive step that 
taken will be for interested organizations to 
proper body in expert investigation.” 

Here is a chance for the master plumbers’ associations 
of the country to step in and render a much needed service 
to the state and to the country at large. The time was 
when mary communities ‘‘got along,’’ with a gallon of 
Water per day per capita. They will do it again when the 
necessity arises, but lessening the consumption of water 
lessens the business of the plumber. The master plumber 


director of 


can 
back some 


should enter this campaign not only with a philanthropic 
but also with an economic motive. 

The state of Colorado is confronted 
There are approximately 200 
are discharging the 


Colorado: with a 
stream pollution problem. 
towns and cities in the state that 
sewage into streams. 

Probably no stream in the state is polluted to such an 
extent that a nuisance is caused from odor, but on the 
other hand there are very few streams, the waters of 
which are sufficiently pure to be used for drinking pur- 
poses, 

Iowa: In Iowa, certain organizations have been actively 
interested in stream pollution, associations of men that are 
much more remotely interested in stream pollution than 
are the master plumbers. Due to this work and to the 
work of the state department of health, the 41st general 
assembly appropriated approximately $7,000 to that de- 
partment to permit them to carry on a stream pollution 
investigation. 

Illinois: The state department of health has been work- 
ing on data relative to stream pollution but this informa- 
tion has not been assembled and is not in suitable form for 
distribution. A bill was introduced at a recent session 
of the legislature which would have made possible a more 
effective and economical control of stream pollution but 
this bill did not pass the senate. 

Kansas: Stream pollution is rapidly becoming a real 
problem in this state as city populations become more 
dependent upon water supply to carry the waste of the 
city to some point where it can be disposed of with 4 
minimum of expense and effort. Water for the transpor- 
tation of these wastes must be furnished in abundant 
quantities and must be of a quality suitable for domestic 
use. 

Fortunately it is possible, in this state to require, iD 
the interest of public health, that human waste or domestic 
sewage be treated by one of the very successful methods 
now in use, to a degree where it is of little sanitary sig- 
nificance. Kansas laws require that the state board of 
health pass on the method of sewage disposal of every neW 
system, and authority is granted them to investigate «xist- 
ing conditions to the end that no sewage be discharge into 
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Only One 
Working Fart 


The efficiency of the SIMPLEX Flush 
Valve is equalled only by the sim- 
plicity of its construction. Built like 
an injector, with a tapered inlet, the 
SIMPLEX always delivers an ade- 
quate flush even with low water 
pressure. 





opic 
And, there is no water hammer with 
a SIMPLEX, the water pressure itself 
closing the valve smoothly and com- 
pletely after each operation and 
automatically metering the length 
of the flush. 
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Where local conditions demand it, 
the length of flush can be adjusted 
by means of an exterior time plug. 
Another recent improvement per- 
mits the by-pass to be cleaned with- 
out the valve being taken apart. 


” 
iF af ae 
eee. 


i 
are 
1an 
the 
ral 
de- 
= Just a few reasons why the SIM- 
PLEX Flush Valve is steadily grow- 
ing in popularity among master 
plumbers all over the country. 


Hotel eT a sae 
rk- Utica, N. ee 
with SIMPLE ipees 


1a- 

alves. 
for 
Architects Esenwein & 
on Johnson, Buffalo 


re Valves furnished by Crane 
ut Co., Jobbers 


H. J. Brandeles (Corp. 
Plumbing Contractors 


Practically our entire line of floor plates, air 
valves, towel bars and flush valves are shown 
in the 1926 DOMESTIC ENGINEERING 
CATALOG DIRECTORY, pages 484, 485 and 
941. Reprints, punched to fit T. E. B. Loose 
Leaf Catalog, supplied on request. 
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A Guarantee - se 


VINCO will clean the heating system through 

the boiler of OIL, GREASE, CORE 

SAND, SCALE, RUST when used 
in accordance with our directions; 
thus overcoming Priming, Foaming, 
Surging, Slow Steaming due to these 
causes. 













is a harmless insoluble powder con- 
taining no potash, lye, soda in any 
form (no silicate of soda), sperm oil, 
acid. It has no ingredient that can 
harm the boiler or any part of ‘the 
heating system. 


is the result of years of RESEARCH 

y recognized specialists in boiler 
chemistry. It is fully protected from 
infringement in INGREDIENTS, 


IN PROCESSING AND IN AP- 
PLICATION. 




















is not sold under any other name, or 
in bulk or in any containers other 
than, the trade marked, lithographed 
cans in 5, 10 and 15 |b. sizes, like 


cut shown herewith. 
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2 
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Now Specified by Foremost Heating Experts 
If your jobber cannot supply VINCO write us. 


THE VINCO COMPAN ie Inc. 75 Vesey Street, New York City 
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the streams of the state to the detriment of public health. 

Kansas laws recognize the responsibility that rests upon 
a community to care for its wastes by a law which enables 
t governing body to issue bonds for sewage disposal by 
means of a vote on the matter, the theory being that a 
community cannot by voting, refuse to take the responsi- 
bility that is theirs in the matter of proper sewage disposal. 

Kentucky: United States a year ago 
appropriated a fund to be spent by the engineers of the 
on the investigation of the pollution of 
streams throughout the country. The act appropriating 
this money is known as the “Oil Pollution Act 1924.”’ This 
sa measure in which Kentucky and many other states are 


Congress of the 


war department 


vitally interested. 

In the meantime many of the streams of Kentucky are 
being grossly polluted. In all cases where cities of Ken- 
tucky are putting in sewage systems, the state board of 
health requires that the system be laid out so that a dis- 
posal plant can be easily connected to it. Wherever pollu- 
tion affects the water supply of the state, the board of 
health has taken action to put a stop to this pollution. 

Louisiana: Chapter 8, Article 145 of the sanitary code 
requires that ‘‘No person or persons, company or corpora- 
sewage, drainage, 
or other 


tion shall cause, permit or allow any 
factory refuse or any foul 
material to flow, leak, escape or be emptied or discharged 


or offensive liquid 


into the water of any river, stream, canals, harbor, bay or 
estuary or into the sea within the state, except below the 
low water mark and in such manner, and in such condi- 
tion that no nuisance can or shall be caused thereby or 
as a result thereof.”’ 

The enforcement of 
regulation has improved conditions to a very considerable 
extent in some of the smaller and sluggish bayous in the 
southern part of the which receiving 
from sugar factories. 

The state also has to contend with paper mill waste, but 


this and of other articles of this 


state, were waste 


in the two instances reported, the waste flows through sec- 


F ‘~ 
ey 


es 


A stream which is gradually returning to its original beauty and 
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tions which are at present uninhabited, and for this rea 


son this waste is not at present, a menace to public health 

Maine: The health laws of the state of Maine require 
that whoever knowingly and wilfully poisons, defiles or in 
any way corrupts the water of any well, spring, brook, lake, 
pond, river or reservoir used for domestic purposes for 
man or beast, or knowingly corrupts the sources of a public 
water supply, or the tributary of such sources of supplies 


in such manner as to affect the purity of the 
defiles 


frozen or not, or puts the 


water so sup 


plied, or knowingly such water in any manner 


whether the same be 


carcass 


of any dead animal or other offensive material in said 
waters, or upon the ice thereof, shall be punished by a fine 
not exceeding $5,000 or by imprisonment for a term of 
years.”’ 

Maryland: The activities of the state department of 
health date back to 1917 The laws of Maryland speci 
fically cover the pollution of streams of the state by manu 
facturing and industrial establishment \n unusual prob 
lem and one of the largest in stream and water pollution 
encountered by this state is the discharge of molasses slop 
following the extraction of alcohol 

Aside from the industrial discharge the waste from 


the reduction works which handles the refuse from the 


city of Baltimore is the only one of importance discharging 
directly into a navigable stream This waste is highly 
a number of complaints 


health of 


putrescible and has caused 


the procedure of the state board of 


Usually 


Maryland is to investigate the nature of any industry 


which is contributing to the pollution of any of the stream 
of the state, 


detrimental to 


providing the wastes discharged are either 


health or cause of nuisance Chemical 


analyses are then made of the various wastes to determine 


some treatment method which will produce an effluent 
which will not be objectionable 
New York: That the Hudson river is appreciably pol 


luted by sewage and industrial waste is a well-known fact 


(Continued on page 62) 


sou 


purity through the employment of modern methods of 


sewage disposal 
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Never: Split 


SEATS MEN 
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: ~. The famous bolted- 


joint construction 





Each seat is carefully fashioned in four sec- 
tions, so that the’ grain runs around the hole. 
These sections are united in an inseparable 
unit by four bolts concealed in the wood. So 





The interior wall of special tight is the grip of the bolt, so accurately ma- 
ua an he olden chined are the tongue and grooves, that it is 
surface of solid c olor hard ° . = ° 

rubber are vulcanized ‘un impossible for the joint to split or come apart. 
at “an a ie The hinge is designed for great strength and 
joints to open u The oqe ° ° 

hollow center provides durability. Never-Split Seats are beautifully 
ee ae ee OO finished and there is a type for every bowl. 


NEVER SPLIT SEAT COMPANY 


Dept. 22, Evansville, Ind., U.S. A. 
Founded 1905 





The Largest Manufacturers of Toilet Seats in the World 
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Advertising Editorial 


A NEW ONE EVERY WEEK—No. 212 








“The house isn't cvarm yet ws 


OW often are the mornings in 
your home uncomfortable until 
almost noon, because your heat- 

ing plant does not deliver heat efficiently? | 
If you have this trouble, telephone us. | 
We will go over your heating equipment 
and recommend whatever may be neces 
sary. Defective heating plants burn fuel 
uneconomically, and there is always the 
danger of catching cold in a poorly heated 
house. | 
} Perhaps one of our automatic control | 
devices will help you in regulating the 





heat, giving you a maximum of comfort 
Ask for a 
copy of “The 
Story of the Just telephone if you’re having trouble. 

Bath.” It's | 
free and | 


with a minimum of effort. 


you'll find it (In this space your Name, | 
intensely ag Telephone, and 

teres - ‘ 

ing reading. Address ) 








The Actual Effectiveness of Adver- 


T 


use 


the 


tising Is Staggering 


HERE are innumerable stories of companies seemingly losing a grip 
on their markets brought back to a healthy condition by the correct 
f advertising. Try if you can to visualize the number of people in 
pace of a year who see the advertising in your own local paper 
ind time again, building up prestige for the advertiser, bringing 
iness, selling goods. 
is difficult to grasp the effect until you think of it in terms of 
made in the hundreds of kinds of merchandise which are adver- 
Advertise your own service and the products you handle. The 
tising Editorial illustrations cost only $4.20 for 12. Enlist the 
of advertising in your favor. 


¥ 


ALES LETTER 
One a Week—No. 49 





The individual letter is undoubtedly as 
highly effective as any piece of adverti 
ing can be. You select the person whose 
needs you know and you speak of those 
very needs. Use the Sales Letter below 


send it to a dozen or two people who 


need better heating equipment or control 
JOHN BROWN 
Plumbing : Heating 


Two Rivers, N. Y 
February 


Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

Do you have to go through the mornings 
work in a cold house? Is it difficult in really 
cold weather to get effective service from 
your heating plant? 

If so, telephone us. Remember that a dé 
fective heating plant is uneconomical _it 
uses up fuel without giving results, beside 
causing discomfort and the _ possibility of 
catching cold. 

We are specialists in heating troubl 
Perhaps a minor adjustment will clear up the 
trouble. Perhaps one of our heat control de 
vices will give you the comfort you now lack. 

If you are having the slightest trouble with 
heating your home, the most economical 
thing you can do is to let us go over your 
heating equipment. 

Just telephone. 

Yours very truly, 
JOHN BROWN 


Adlet 


ONE A WEEK—No. 70 


/ 


NET YOUR message before the publie That 
J is the important thing. Don’t wait until 
you feel you can afford “big” space. Start with 


small space and it will carry you along to big 
space. The Adlets, you will notice, cover the 
same topic as the Advertising Kditorial and the 
Sales Letter. It will cost you very little to run 
this one-inch advertisement. Copy out the one 
below now and hand it to your local new 





Is Your House Warm? 


Does your heating plant deliver heat 
quickly and efficiently? If not, it is 
probably wasting fuel. Call us We 
are experts in correcting heating 
troubles. 
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Remarkable features in Morgan Bronze Plumb- 
ing Fixtures have raised this line to the top. 
Each piece, from sink faucets to bath in- 
stallations, exhibits mechanical devices 
and precision which make the line 
supreme in its field. In addition to 
mechanical ingenuity there is en- 
durance. The entire line is made 
of Bronze, the “everlasting” 
metal. No wonder that 
Morgan Bronze Plumb- 
ing Fixtures have met 
with astonishing 
success. - + «+ « 


The Morgan Bronze Co. 
Cleveland : : : Ohio 


EVERLOCK 
Pop-Up Waste 


Patented “Everlock” 
device maintains per- 


screws or locknuts 


eliminating all trouble. 
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HIGHEST GRADE PLUMBING FIXTURES IN THE |WORLD 








The class will now study a new 


PLUMBING PROBLEM 


Study and copy layout on this 
tions and send us your solution. 
master and discussed by him in an 


asking you to correct them, we are asking you to 
construct these two plumbing systems according to 
your best knowledge of plumbing. 

Instead of putting in the work strictly in accord with 
your own local plumbing ordinances, show it exactly as 
you think it ought to be done to make the best kind of a 
plumbing system. 


] ssn: of giving you an elevation full of errors, and 


page; draw in the proper connec- 
It will be analyzed by the School- 
article appearing a few weeks later. 


We have indicated where we want you to run the stacks 
and the house drain. 

About the only other instruction that we want to give 
is the request that you study the venting of the fixtures 
for these two jobs, and reduce it to the simplest form 
that will accomplish good results. 

Send in your drawing of this problem to ‘‘Domestic 
Engineering’ promptly. 


a ee 








Soil Stack Soil Stack 
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House Drain ~ 


FROBLEM ILA 





&. House Drain 
PROBLEM J-B 
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Detroit to Get 1926 Oil Burner Convention 
Will be held in Book-Cadillac Hotel 


have been 


() sre bee of the American Oil Burner Association 


complete arrangements for the 
third annual convention and exposi- 


tion of that society The first con- 
vention was held in St. Louis in April 
1924 The committee in charge of 


the arrangements was pleasantly sur- 
prised at that to see the num- 
bers that attended and at the general 
success of the gathering. A second 
convention held in Chicago in 
1925 At that convention the growth 
the oil 


burner industry in one year was very 


time 


was 


of the association and of 


apparent 


Now comes the third convention 
which will be held at the Book-Cadil- 
lac Hotel, Detroit, on April 6, 7 and 

1926 Nineteen twenty-five has 
been the greatest year in the indus- 
try, and it is expected that the growth 


burning will be 
hown in this third convention. 


of interest in oil 


Exhibitors showing a great 


deal of interest in the exposition part 


are 


of the convention and it promises to 
be the greatest exhibit of oil burners 


and oil burner accessories that has 
ever been staged. There are 55 
booths. Of this number 42 were re- 


served by wire the day following the 


announcement that they were for 
disposal. 

Arrangements are now being made 
for the program of the convention 
itself It is expected that this will 
exceed in interest and value the pro- 


grams of the two previous conven- 





working for many months in order to 


tions From 


Sinisne 





New Book-Cadillac Hotel, Detroit, where 
1926 convention of A. 0. B. A. will be held 


midday on April 7 to 12 o’clock noon 
April 8, the sessions will be packed with discussions anj 


information of utmost value to e 
eryone interested in oil burners an 
oil burner engineering. 
The of the 
has also been adequately taken ca 
of. The American Oil Dealers’ As 
ciation will figure prominently in t] 
annual meeting and will on the ev: 


social side conventi 


ning of April 6, extend the courte 
of an entertainment to all 
Following the 
April 7, the banquet will be held 


visitor 
business meeting on 
There were over nine hundred 
tendants at the 
at Chicago. 
the committee is 
ments to 
than attended the 
year. They state that arrangemen! 
for one and one-half times the on: 
way railway fare will probably he 
made available for members and their 
families 
These meetings will be open wit! 


convention of 19 

Guided by this precedent 
making 
many 
convention last 


arrange 


accommodate more 


who attend the convention 
out charge to all who are interested 

It is understood that 
papers 
nished free to members following the 


in oil burners. 


copies of all are to be fur 
convention. 

The city of Detroit, which bid 
fair to a national 
oil burner interests, is making plan 
members of the a 
and many arrangement: 
have been made for their entertain 
ment and the showing to them of 


become center of 


to welcome the 


sociation, 


(Continued on page 66) 
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Layout of booths in exhibition room 
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STOCKHAM > } FITTINGS 
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* ty er) 
“had, no“ 


Quality i is demonstrated by their performance 


- 


~ 





CAST TRON 

OR MALLEABLE 
SCREWED 
FLANGED 
DRAINAGE 

for steam, water, 
gas, oil or air 


Johnny Weissmuller 
—whose hobby is breaking records 


O DOUBT 
just as strong as Johnny Weiss- 
muller—but none can swim as fast. In fittings unusual strength. ‘The 
addition to physical strength, courage, alignment, the perfect threads and the 
determination—he must have some- chamfered faces make them easier to 
thing else. Call it what you will—it = work with. 
wins races for him. To see him travel 


many swimmers are use is the result of years of experi- 
menting and testing, it gives Stockham 


accurate 


And Stockham fittings are not only 


through the water you might think he 
were propelled by a twin-six engine. 


It is that same intangible ‘some- 
thing” in Stockham fittings that makes 
them a little better, more durable, more 
dependable than ordinary fittings. We 
call it quality. Because the metal we 


made that extra shade better, but their 


distribution is more economical. Sold 
only through your jobber—the man 
who best knows your needs, doesn’t 


overstock you, always has ample sup- 
ply and always is your friend in time 
of trouble. 





Buy from 
YOUR JOBBER 


Write for our 
complete catalog 


STOCKHAM 


PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALA. 


Warehouses with Complete Stocks in: 


CHICAGO, ILL. LOS ANGELES, CAL. SAN FRANCISCO, CAL. 


BROOKLYN, N. Y. 
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Bloomington High School 
Bloomington, Iilinoss 
Architect: 
A. L. Pillsbury 
Plumber: 
Ross Johnson 
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Phil Sheridan School 
Chicago, lil 
Architect 
John A. Christiansen 
Plumber 
| Murphy Plumbing Company 
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Gregory School 
Chicago , Ill 


min 


Architect: 
John A. Christiansen 
Plumber 
Murphy Plumbing Company 


| Pt 
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Austin, Minnesota , High School 
irchitec 
G. v. Lockhart 
Number 


I 
J. P. Adamson & Company 


Kitt PT. 


Dubuque, Iowa, Junior High School 
Number 
Architect: 
Royer, Danely & Smith 
Plumbers: 
Dooley & Bruininga 


nats eeeeeeee™ 
Wentworth School 
c hicago, 1. 


Archited: 
John A. Christiansen 
Plumber: 
Henry J. Becker 

















DOMESTIC ENGINEERING February 27, 1926 


Netting, and Ever Increasing, 
the Standards for School 
Plumbing 


tion has had but one aim—/g sel the standards 
in every field that Clow products serve. 


This aim has been responsible for Clow’s preeminence in 
the school plumbing field and for the efforts that Clow 
is constantly exerting to increase even its high present 


day standards for school plumbing. 


An aim, so high, cannot 
help but result in a most 
complete line of modern, 
carefully designed fixtures. 
And behind those fixtures, 
stands an impressive list of 
Clow installations that are 
living through their fifth, 
tenth and fifteenth year of 


service. 


JAMES B. CLOW & SONS 
201-299 North Talman Avenue 


CHICAGO 


Sales offices in principal cities 
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PREFERRED FOR EXACTING PLUMBING SINCE 1873 
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The Round ‘lable 


members: F. C. Speich, Tacoma, Wash.; Mr. Skibo, 

Pittsburgh, Pa.; J. A. Bears, San Francisco, Calif.; 
D. B. Van Sant, Raleigh, N. C.; A. O. Anderson, Omaha, 
Nebr.; A. T. Walter, Milwaukee, Wis.—We welcome you 
to our Round Table, and hope you will enjoy attending 
these sessions. 

I wish we could start this session with the old famous 
song, “Hail! Hail! the gang’s all here,’”’ but unfortunately 
we cannot, because there are a number of drawings miss- 
ing. Some of our members evidently have dropped by the 
wayside. Some say the problem was too hard; others had 
no time to make a drawing. Those who did not participate 
have surely missed a valuable lesson. It is our loss as 
well as theirs for the Round Table sessions help us all to 
improve and this eventually means dollars for each and 
every one of us. 


| ET US first introduce to the Round Table our new 
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Fig. 4 





The man who knows and who can master the problems 
will benefit materially. 

I know that the problem was hard, but is there anything 
in the world worth while that comes to us easily? We do 
not appreciate anything that is easy and which comes 
without much effort. 

I am glad to have so many fine drawings to present 
this time. Our class has advanced materially. I am very 
sorry that I cannot go into detail as much as we usually 
do, because the technical editor issued the edict, ‘‘cut 
short, condense, use less space, space is valuable,’ so we 
have to be brief. 

Fig. 1 was sent in by A. G. Mallett, Port Angeles, Wash. 
The risers and returns are too small. For proper sizes 
see Fig. 12. Main should be 314% inches, and header 4 
inches. We have less than 100 ft. from the boiler to the 
end of the main. The last end of the returns should be 2 
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=) “LENOX” Boilers 


3 meet the demand for a simple, dur- 
PEORIA able and effective boiler for resi- 
dences, stores, small apartment 
houses and other buildings of moder- 
ate size. 


In the Steam Models the extra large 
dome and circulating pipe connecting 
the water space in dome with the 
lower part of fire pot insure dry 
steam and a steady water line at all 
times. Both Steam and Water Models 
have extra deep fire pots and require 
the minimum of attention. 





- a Write for Descriptive Literature 





























































































/ |W, | vd 


(GURNEY HEATER MFG GnPANY. 


General Offices: BOSTON, MASS., 93-95 Oliver St. 
RICHMOND, VA., 418 E. Main St. 
GURNEY HEATER COMPANY, Incorporated 
NEW YORK, Manly St. Cor. Anable Ave., Long Island 
PHILADELPHIA, 108 North 17th St. 
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inches. Boiler size O. K. Boiler connections too com-_ return from the west to the air eliminator. For simple 


plicated. See Fig. 13 for simpler connections. Trap 
located 10 inches above water line of boiler will not 
operate satisfactorily. Should be at least 18 inches. 
Twenty to thirty inches will give quicker action. 

Fig. 2 was sent in by A. T. Walter, Milwaukee, Wis. 
soiler size O. K. Actual figure 2,800 sq. ft. but 2,700 will 
do. Main O. K. Last end of return should be 2-inch. Main 
should be gradually reduced. In figuring the main start 
with full size according to total amount of radiation and 
reduce gradually as radiators are taken off. When you 
reach the last end of the main, check back to see that you 
The job will cost too much if you 
continue the main full size to the end. It is good prac- 
tice, however, but figuring in competition, your figure will 
be higher if your competitors take advantage of reduced 
pipe sizes. Return risers too small, see Fig. 12. Remem- 
ber we have three floors to take care of. Branches taken 
off on 45 degree line, also branches one size larger than 
riser size, O. K. The connecting of the feed water line 
on the opposite side of the return is good practice and is 
preferred over the method of connecting the fresh water 
supply into the return from the air eliminator. 

Fig. 3, sent in by A. O. Anderson, Omaha, Nebr., 
represents a well executed drawing. 3,600 sq. ft. boiler 
capacity too much. Riser connections too large, see Fig. 
12. As long as you use two independent circuits, it is 
better not to branch off both ways from the 4-in. main but 
run the south circuit from the header east, and bring the 


have the correct sizes. 
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return trap connections see Fig. 13. Three-inch returns 
too large. Two-inch is ample. 

Fig. 4, sent in by Mr. Skibo, Pittsburgh, Pa. 
size given as 3,200 sq. ft. too large. See explanation above. 
It would 


Boiler 


Riser sizes are very good but main is too large. 
be better to run the two circuits separate, one east and 
one west in place of north and south. 3%-inch main from 
4-inch header is sufficient, see Fig. 1. The eccentric re- 
ducing couplings you show when reducing main are ex 
All members please note. This is important to 
No bushings or straight 


cellent. 
clear the main of condensation. 
reducing fittings should be used. Eccentric reducing fit- 
tings are permissible. %-in. steam supply to air elim- 












































Fig. 10 
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SYPHON AIR VALVE 


| Embodying Dole Thermostatic Principles 


Quality materials and workmanship—proven The efficient construction of the venting seat 
efficiency of operation—special Dole thermo- —the improved Dole syphon—the special 
static principles— these are the factors that syphon lock collar and the float rest are a few 
make the Dole Syphon Air Valve in great of the special features with which every up- 
demand all over the United States. to-date steamfitter should be familiar. 


If you want a better air valve at a lower price, send for 
our diagram blue print showing detailed specifications 


THE DOLE VALVE COMPANY, 1923-33 Carroll Ave., Chicago, Ill. ° 
RE a SI ana cmma  ame e  g 
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February 27, 1926 DOMESTIC 
inator too small. Should be 1 inch, to equalize rapidly 

low pressures. For proper sizes of pipes and air elim- 
inators’ connections see Figs. 12 and 13. 

Fig. 5, sent in by D. V. Van Sant, Raleigh, N. C. Boiler 
too large. 5-inch header not necessary. 4-inch is ample 
with 3%-inech main. For other criticisms refer to com- 
ments on Fig. 1. Eccentric reducing coupling fine. You 
do not give us any riser or branch sizes. This is most 

iportant. Please do so next time. For simple air 





Steam Mains on Vapor Job 


3 inch 1,300 sq. ft. radiation 2 oz. drop 
314 inch 1,800 sq. ft. radiation 1.80z. drop 
4 inch 2,400 sq. ft. radiation 1.4 0z. drop 
41% inch: 3,000 sq. ft. radiation 1.lo0z. drop 
5 inch 3,700 sq. ft. radiation 1.0 0z. drop 


Capacities end Sizes of 





( Return Return _— Riser Size 
| Riser Main Supply of pipe 
| Sq. Ft. Sq.Ft. Sq. Ft. 
Radiation J 400 500 80 1 in. 
in sq. ft. 800 1,000 120 11,4, in. 
| 1,450 2,000 200 11 in. 
| 2,900 4,000 350 2 sin. 
4,800 6,500 500 214, in. 
Fig. 12 


eliminator connections see Fig. 13. 3-inch return header 
too large. 

Fig. 6, sent in by L. Cornet, Paterson, N. J. Excellent 
drawing. Eccentric reducing fitting fine. Layout could 
be better. Too much piping. Cost of the job will be too 
great. Take a look at Figs. 1 and 2, for simpler layout. 
Riser sizes correct. You show a trap on both the south- 
east and southwest corners. I do not know what you 
plan with these. If you trap the end of the main into the 


dry return, no wet return is necessary. You show both. 
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Fig. 13 


Is this trap intended for the last riser? If so, please 
advise. You should economize on pipe and try to make 

good a layout as possible so as to obtain more jobs. 
tead the entire discussion carefully and look at the 
other drawings and profit by the criticisms offered. Prac- 
lice makes perfect and it is through mistakes that we 
learn. For simple air eliminator connections see Fig. 13. 
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| Honeywell 


| Cuts Out Six Possible 
Trouble Breeders 


The purpose of the outstanding sim- 
plicity of the new Honeywell Automatic 
Temperature Controls is to assure the 
utmost dependability and the greatest 
possible freedom from service needs. 








For this reason we have done away with 
six parts in the new Honeywell Electric 
Motors and Motor Switches. These 
parts, always possible sources of trouble, 
are: 


The armature windings, commutator, 
brushes, brush holders, brush holder 
springs and brush holder bearings. 


One part has been substituted that per 
forms all their functions—the Rotor. 





Tell your customers that if they install 
Honeywell equipment they can never be 
bothered with short circuited windings, 
dead commutator bars, or a dirty com- 

mutator because of over-oiling or brush 

carbon. Neither will they suffer inter 

rupted service from broken, worn or 
sticky brushes or weak brush _ holder 
springs. 


For reliability Honeywell Automatic 
Temperature Regulators are beyond com- 
parison. Sold only through the regular 
channels of the trade. 


Of the important domestic oi] burners 
listed as standard by Underwriters’ Lab 
oratories, Inc., a mavority is equipped 
with Honeywell Controls, 








HONEYWELL 


Temperature Regulators 


The Honeywell Heating Spccialties Co. 
Wabash, Ind. 


C) 
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National Mine School, National Mine, Mich. Derrick Hubert, Menominee, Mich., c4Architect 
Carl Riggins, Oconto, Wis., Contractor 


Greater Building is Just Begun 


All who share in the building of schools, also share 
in the building of lives. When the school is complete, 
the greater job of building has only begun. 


Heating and Ventilating Engineers, as well as Archi- 
tects, recognize this fact. They recognize their re- 
sponsibility. They welcome the opportunity to help 
in the building of better men and women, through 
better schools. 





Open view of UNIVENT illustrating When it comes to Heating and Ventilating, nothing 
———rrrrre less than Univent Ventilation can measure up to 
raiment nee their standards. They recognize the correctness of 

operation. the Univent principle—they know that only the 





Univent can be depended upon to carry out this 
principle to the satisfaction of all concerned. 


How fresh air is brought directly from outdoors into the room, 
a warmed, cleaned, and circulated to every student in the room, 
(reon y saan) is told in the Architect’s and Engineer's edition of “Univent 
Ventilation.” It shows how the Univent can be installed in 


VENTI LATION new or old schools, and other commercial buildings. Write for 


your copy, sent with our compliments. 





Manufactured only by 
THE HERMAN NELSON CORPORATION Moline JIL _ 





Sales and Service 


BELFAST, ME. PHILADELPHIA EMPORIA SPOKANE 
BOSTON SCRANTON CLEVELAND DES MOINES OMAHA PORTLAND 
NEW HAVEN PITTSBURG COLUMBUS MILWAUKEE KANSAS CITY SEATTLE 
NEW YORK CITY GRAND RAPIDS TOLEDO MINNEAPOLIS DENVER VANCOUVER 
SYRACUSE DETROIT INDIANAPOLIS ST. LOUIS SALT LAKE CITY TORONTO 


CHICAGO 
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Fig. 7 sent in by “A. X. A.,”’ Texas. 
air eliminator wrong. Steam will blow out of vent. See 
Fig. 13. Several mistakes on riser sizes. See Fig. 12 
for proper connections. 5-inch header too large. No 
boiler size given. Eccentric reducing coupling fine. Draw- 
ing well executed otherwise. West side main connects 
in'o return at X. There is no advantage in this connec- 
tion. See Figs. 1 and 2 and read criticisms on same. 

Fig. 8, sent in by F. C. Speich, Tacoma, Wash. Boiler 
0. K. Layout good. Risers and returns a little too small 
for low pressure. See Fig. 12. I cannot see why connec- 
tion A on air eliminator is needed. Check valves are in 
wrong, if this line is intended for the return from air 
eliminator. For proper connection see Fig. 13. Air 
eliminator should be 18 inches or more above water line. 
I cannot see the use of connection B. Please advise. 
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STUDY THESE DRAWINGS 

\IGS. 9 and 10 sent in by T. A. Truden, Pittsfield, Mass. 
|: These drawings are well worth a thorough study by 
our class. They show a method of running main, avoid- 
ing the 8x8 in. timber, thus bringing the main and re- 
For proper riser and return 
connection see Fig. 12. Air eliminator connections are 
Boiler too large. The wet return in place of run- 
ning along west wall, from the ends of mains on the north 
and south end of building, should be run along 8x8 in. 
timber as indicated at A, Fig. 10, to save pipe and shorten 
the run for more efficient result, thus reducing friction 
losses and extra head required to return water to boiler; 
% inches from water line to bottom of return trap not 
enough. See Fig. 13. Equalizing pipe to air eliminator 
should be 1 inch. Water supply on opposite side to re- 
turn connection is good practice; 14-inch or 2-inch drip 
from header O. K. On the ends of main at 1, 2, 3 and 
!, thermostatic traps are shown, dripping main into dry 
return, Also a wet return from end of main is shown. 


turns close to the joists. 


good. 


Connections on | 
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Plumbing 


Reputation! 
PLUMBER’S reputa- 


tion—and his pros- 
“ perity—are gauged by the 
quality of merchandise 
he carries and installs! 


For instance, when you 
install the THATCHER 
Round Boiler you have the 
satisfaction of knowing that 
you are selling your customer 
the very best—a boiler that 
is manufactured and backed 
by a 75 year old organization 
of heating experts—a boiler 
that will positively deliver 
the greatest amount of heat 
for the least fuel and with 
the least attention. Each 
owner becomes a booster for 
you and your business with 
the result that your reputa- 


Efficient triangular tion and prosperity are con- 
revolving grates - tinually increased. 
standard equipment 


for all Thatcher 
Round Boilers. 
Most powerful house 
heater -—- for rated 
capacity — on the 
market today! 


Why not write to us TODAY, 
and get the whole story about 
THATCHER —our Advertising 
and Sales plan—and just how 
we can help you increase your 
plumbing prosperity? J 








\ 





THE THATCHER COMPANY 


Formerly Thatcher Furnace Co 
Since 1850 


21 W. 44th St. 39-41 St. Francis St, 
New York NEWARK, N. J. 


THATCHER 


BOILERS-FURNACES-RANGES 


341 N. Clark St. 
Chicago 
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Behind the words 











Institute of Thermal Research 


This is the largest heating laboratory in the world, completely 
equipped with the most modern experimental apparatus, and 
directed by engineers of special training and practical experience. 
This institute is dedicated wholly to the study of the principles 
of heat and their practical application, to the end that every prod- 
uct bearing the trade-mark of the American Radiator Company 
will represent the very highest standard of quality and service. 


CORTO ARCOLA YONDA ARCO YONDA 


RADIATOR 





SMOKELESS wORen, Be) SECTIONAL 
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(DEAL and A MERICAN 


HIRTY factories, 22,000 employ- _ But there is even more. 

ees, the largest heat testing labora- 
tory in the world, specialized engineer- These words are the promise of the 
ing skill and 34 years’ experience—all © American Radiator Company to give 
these are behind the words IpEaL_ and __ to the public the highest quality heat- 
American which appear onthe boilers _— ing, ventilating and refrigerating prod- 
and radiators made by thiscompany. — ucts that can be made. 


AMERICAN [DEAL 


RADIATORS BOILERS 


HE threaded nipple construction of American Radia- 
tors is just one of the many exclusive features that our 
engineers have designed. 


The threaded nipple construction unites the advantages of 
the two basic types of mechanical connections; the faced 
and the threaded joint. It is a double guarantee of perfect 
service, 


The entire design of IpEaL Boilers is characterized by sim- 
plicity and by special, exclusive features which make for 
high operating efficiency, economy, cleanliness, ease of 
Operation and—most important of all—a saving in cost. 





Let this beautiful catalog 
tell your prospects 


This beautiful book, printed in color, tells the 
story of American Radiators and IpEAL 
Boilers for your customers. We shall be glad 
to furnish you with a supply or to mail them 
to any list of prospects you will furnish. 


AMERICAN RADIATOR COMPANY 


Showrooms and sales offices : New York, Boston, Providence, New Haven, Newark, Phila- 
delphia, Baltimore, Washington, Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, 
Cincinnati, Atlanta, Chicago, Milwaukee, Indianapolis, St. Louis, St. Paul, 
Minneapolis, Omaha, Kansas City, Denver, San Francisco, Los Angeles, 
Seattle, Toronto, London, Paris, Milan, Brussels, Berlin 


Makers of IDEAL BOILERS and AMERICAN RADIATORS and other products for 


heating, ventilating and refrigeration 











AMERICAN RADIATOR COMPANY 
Direct Mail Advertising Dept. 101 
1807 Elmwood Ave., Buffalo, N.Y. 


GENTLEMEN: Please send me copy of booklet, “Ideal 
Warmth and Comfort at Minimum Cost.” 


Yours very truly, 
Name 


SMOKELES Address _ - 


HEAT MACHINE 
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E make but unions — Excel 


nothing 
Unions, and we put our whole efforts 
into making them and making them right. 


The very best materials, the latest approved 
manufacturing processes, the best workmen 
we can hire all these things mean a real 


quality union. 


You'll find that it means quality and ability 
to stand up with the first Excel Union you 
use 


isk your jobber. 


Providence Fittings Company 
7 Water Street 
Boston, Massachusetts 







New York Office: 210 E. 45th St. 


EXCEL 
UNIONS 


— 
- SRS SER SERRE MOR ee 


The F. N. Du Bois Co., Inc. 


Manufacturers of 


Lead and Brass Plumbing Pro- 
ducts and Blauvelt Bathroom 
Fittings including Packless Sin- 
gle, Double and Triple Faucets 


A comprehensive exhibit of 
The F. N. Du Bois Co.’s pro- 
ducts and the Blauvelt line is 
on permanent display at the 
Architects Sample’s Corpor- 
ation, 101 Park Ave., New 
York City. 


Ninth Ave. & 25th St. New York 
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| When traps are used, wet return is not necessary. If a 
wet return is used, traps may be eliminated. 
Fig. 11, sent in by Mr. Bears, San Francisco, Calif. Not 


enough boiler capacity. Should be 2,700 to 2,800 ft. For 
proper pipe sizes branch connections, main and return see 
12; 6-inch header too large; 44-inch main too large 
criticisms on other drawings. You failed to show 
of air eliminator. See Fig. 13 for proper co 
nections. No return shown on drawing, except wet r 

Please remember there are traps on the radiator 
Figs. 1 and 2, also other drawings. 

In reviewing the foregoing layouts, I note that, in the 
majority of the pipe chosen larg 
While this is a good fault, it increases the cost of the jo! 
The pipe sizes given in Fig. 12 are sufficient for a vap: 


Fig 
Note 
piping 


turn 
See 
sizes too 


cases, are 


job, such as the one under consideration. 

Fig. 13 represents the correct layout for the air elim 
inator. Nos. 1, 2, 3 and 4 are check valves. Return from 
the heating system enters air eliminator at A. The mai! 
drip or wet return runs independent of the air eliminator 
as shown at E. When the pressure on the system is low, 
the condensation will return to the boiler through pipe € 
without operating the air eliminator B. When the pressure 
increases and the air eliminator is in operation, the con 
densation enters the boiler when the steam pressure 
equalized by means of pipe F, through pipe D. Note loca 
tion of check valves. Distance from water line to bottom 
of air eliminator should be 18 inches or more for proper 


is 


results. The arrows point in the direction of flow. If 
pipe C and check valve 2 are eliminated, then sufficient 
water will have to be accumulated in pipe A to open check 
valve No. 1, before the condensation will flow into the 
| boiler at low pressure without operating the air elim- 
inator. 

Fig. 14, sent in by Otto Helphingstein, Denver, Colo 





| see Fig. 


Boiler capacity too large; 5-inch header too large. Boiler 
connections fairly good. Eccentric reducing couplings fine. 
City water supply O. K. Returns on north and south 
end of building too small. For air eliminator connections 
13. For proper pipe sizes see Fig. 12. Would 
suggest two separate circuits in place of connection shown 
at A. Branches at 45 degree angle O. K.; 2%-inch 
equalizer too large. Layout otherwise very good. 

I suggest that the Round Table members keep this dis 
cussion and the drawings for future reference on vapor 
It contains valuable information and some that 
you may need in the future. The next discussion will be 
a floor layout of the same building and after that your 
chairman has a big surprise in store for you. I trust that 
the entire Round Table, from various parts of United 
States and Canada, will all join in. A motion to adjourn 
is now in order. 


jobs. 





Charles Leupold, 1466 Haddon avenue, Camden, N. J 
has been awarrded the plumbing contract on the Pint 
Point Park swimming pool, North Camden. The poo! 
will be 50x150 ft., with locker house, shower baths and 
club house. 

Wilson Bros., Collingdale, Pa., recently finished th« 
installation of the plumbing system in the addition to 
the high school in that city. At the present time they 
are installing the plumbing and heating systems in severa! 
large houses and apartment buildings in that city. 

















MARKETS 





BUSINESS CONDITIONS IN 


LEADING JOBBING 


CENTERS 








CHICAGO 


Seasonable weather slowed activities in plumbing and 


heating during the last few days This was reflected 
particularly in the turnover of roughing-in goods, but, 
nevertheless, business continues at an unusually good 


rate for this time of year and there are enough jobs under 
cover to keep contracting organizations steadily employed 
Future prospects are still bright, a great deal of new work 
being figured and a great deal let which will 
ready for plumbing and heating. 

In the midst of this well sustained 
master plumbers, heating contractors 
proceeding conservatively in their ordering. 
exists about the ready and adequate supply of 
with the exception of the warning by some manufactur- 
ers that, although they have the stocks, shipping facilities 
their limits. Therefore, many jobbers’ stocks are 
rather light and they are releasing shipments from makers 


soon be 
building activity, 


and jobbers are 
No question 


material, 


have 


just as needed. A large number of such releases are 
marked ‘‘Rush,”’ indicating that buyers have waited until 
the last minute before giving shipping instructions. 

However, manufacturers have little complaint 
the volume of business they are doing. Their plants are 
busy and, as a rule, they are working on orders which 


consumption needs 


about 


placed because of actual 


Replacement requirements of 


have been 
rather than on speculation. 
jobbers account for a steady receipt of small-sized orders 
and the covering orders on specified contracts build up a 
nice volume, 

The large soil pipe foundry which stayed at the Novem- 
ber, 1925, price sheet, when other makers advanced prices 
2% points the first of the month, followed suit on Febru 
ary 17, thus making the new market general. Otherwise, 


the price situation shows no new developments during the 
days A 
noted 


brass 
but 


last few variance in quotations on cast 


goods is among several large manufacturers, 


the brass goods market has yet been put to no great test 
most of the business now being done having been placed 
The 


various 


at earlier boiler market continues un 


the 


prices range 


makers quoting various prices 


Soil Pipe 
which 


certain, 


November 


91 


The has the 


1925, 


points around the first of February, announced a similar 


kept to 
advanced 


large foundry 


sheet, although others prices 6 


price 


This puts all foundrie 


the 


increase on February 17 move 


as far as can be learned, on same price level Busi 


ness activity during the week consisted of getting in spe 


cifications on tonnage contracts and of shipping steadily 


against orders on file. A good movement of soil pipe i 
under way, both to jobbers’ stocks and direct to con 
tractors Actual consumption of this product is in good 
tonnage for this season Weather during the week cur 
tailed considerable roughing-in work, but there is much 
to go ahead on when such conditions do not interfere 


Foundries are handling deliveries in satisfactory manner 


it being possible, as a rule, to get prompt shipment on 


most sizes. 
Steel Pipe 
proceeds Mill 


a good rate 


stocks 
Job 
abreast of 


Business in steel pipe steadily 


are in good shape and production is at 


bers’ stocks are not heavy, but are being kept 


demand from the trade. This necessitates a steady stream 


of replacement orders on the mills, aggregating a very fair 


tonnage. Mill prices are firm and unchanged 


Wrought Iron Pipe 
Consumption requirements, both current and future, 
are of good size in the Chicago district and, while job 





S JIL pipe prices are firm, with the announcement 
\ during the last week of a 214% point advance by 
the large foundry which did not take such action when 
other foundries put out new sheets around the first 
of February. With this exception, prices continued 
unchanged in all lines. 

Business in plumbing and heating is proceeding at 
a good rate, current building operations being well 
sustained and future prospects still brightened by the 
large number of projects which are definitely going 
ahead. 

Jobbers, as a rule, have adequate stocks for cur- 
rent needs and are holding them at levels which do 





SIGNS POINT TO WELL SUSTAINED DEMAND | 


not exceed such present requirements. Most orders 
| 


placed are for actual business on hand, but they are 


of sufficient volume to keep manufacturers operating 
at a good rate of capacity. Buying for stock replace 
ments, while in light volume, is steady. Deliveries, in 
practically all lines, are being made promptly, and 


buyers are having little difficulty in keeping abreast 


of requirements. Inclement weather has had its effect 
on the movement of goods again this week, reports 
from most of the jobbing centers mentioning that busi 
ness has been temporarily held back by the snow 
storms which have been general in such a large section 


of the country. 
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1 Quiet in operation. 


? Only two connections—outlet from bowl 
and supply to tank. 


Powerful flushing action and thoroughly 
cleansing. 


4 Cover fastened to tank. 


5 Fittings specially designed, highest qual- 
ity and workmanship. 


White or mahogany finish seat, as 
desired. 


7 Non-overflow. 


8 Packed complete in one crate, | 


including seat. a 


WW. A. CASE & SON MFG. CO. 
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WATER CLOSET 
SILENT NON-OVERFLOW 


TRADE MARK PATENTED AND PAT. PENDING 





















































Mention Domestic ENGINEERING when writing advertisers. 








February 27, 1926 DOMESTIC ENGINEERING 55 


bers’ stock orders are conservative and in light tonnage, 
mill shipments are being well maintained by steady re- 
leases against specified contracts, Mill stocks are well as- 
sorted and ample to meet current demands Prices con- 
tinue firm and unchanged. 
Enameled Ware 

Jobbers continue to show little disposition to order be- 
yond near-by needs, but such needs represent an active 
consumption of enameled ware products which is main- 
taining factory shipments in substantial volume The 
trade is busy on finishing work, jobbers’ stocks are not 
large and manufacturers, therefore, report a steady call 
for their goods. Deliveries can be made as needed 
Prices are firm and unchanged 

Pottery 

Actual needs are in fair volume and they constitute the 
major portion of the business which jobbers are placing. 
Very few reports of orders placed for future requirements 
are heard. Jobbers’ stocks are not large, but are being 
kept ample to meet the trade’s needs satisfactorily. Fac- 
tory stocks are in good shape, with deliveries of staples 
being made promptly. Prices are unchanged and are 
steady. 

Range Boilers 

Manufacturers continue this week on various price 
levels, no new changes being announced. Reports on 
business vary, those who are maintaining higher prices re- 
ceiving a small number of pick-up orders regularly, while 
those who are meeting the low market are shipping in 
substantial volume against good-sized orders which they 
have booked. Chicago jobbers are not carrying large 
stocks, but local factory warehouses are prepared to meet 
rush demands In general, the supply of range boilers is 
more than adequate 

Plumbers’ Brass Goods 

Manufacturers are still well booked with orders placed 
for delivery during the first quarter. New business being 
placed is, therefore, in light Volume, although it repre 
sents a steady consumption of brass goods. Shipments are 
being made promptly on jobbers’ release dates and 
makers’ stocks are being kept well built. Prices of cast 
brass goods show a variance, although there were no 
changes announced during the week. Prices of tubular 
goods are fairly steady and were unchanged in the last 
few days. 

Boilers and Radiators 

According to makers, current needs sustain shipments 
in fair volume, most of the movement being on old orders 
which are now being called out. The trade is covering 
on contracts for future delivery in good number, indicat- 
ing more activity in this line than current shipments 
might show. Makers’ stocks are in good shape and de- 
liveries can be made promptly. Prices have not changed. 


NEW ENGLAND 


susiness is still held back by severe weather conditions. 
Highways are congested and it is difficult in most cases to 
get material to jobs Plumbing and heating contractors 
report that there has been a substantial reduction in 
business due to these conditions but there is a very opti- 
mistiec feeling in this market as to conditions for the near 
future. 

Prices are steady on most commodities and a strong 
market is anticipated by the trade. Manufacturers are 
shipping against orders on file as instructions are réceived 
from the jobber and the total volume of goods movod, 
even under present conditions, runs into good figures. 


Little is heard of price cutting as an inducement toward 
securing orders and the trade is buying for actual needs, 
as the occasion arises, rather than for a long carry as was 
the case for several years past 

That there will be a good business as soon as weather 
conditions permit seems assured, as architects and build 
ers have many projects under way, some of them running 
into large figures 

Soil Pipe 


Prices appear firm, with manufacturers making frequent 


shipments against orders on file Jobbers are releasing 
only enough material to keep stocks adequate for demand 
but, as there is a good turnover in small lots, shipments 
are coming through with regularity Manufacturers re- 


port a good business on the books and have ample stocks 
to take care of all orders entered 
Steel Pipe 

A steady but not heavy movement continue The de 


mand on jobbers consists of many small lots and they are 


keeping abreast of demand but not stocking heavily as a 
rule Mills report a good business with stocks ample for 
ill needs Prices are firm 


Wrought Iron Pipe 

Jobbers are experiencing a small demand which can be 
taken care of without difficulty Mills report a satisfac 
tory business but not heavy buying and their stocks are 
ample to care promptly for all business entered There 
has been no change in price 

Enameled Ware 

Little buying at present is the average report of job 
bers Jobbers’ stocks are being replenished as needed 
by factory releases all of which are shipped promptly indi 
cating ample stocks in hands of manufacturer There 
has been no change in prices and the market appears 
strong and steady. 

Pottery 

Buying by jobbers appears to be confined to near re 
quirements and little heavy buying is heard of No diffi 
culty is found in obtaining promptly all goods needed 
tequirements of the plumbing trade absorb a fair tonnage 
Prices are stronger than for some time past with more 
regular selection ware coming into the market than has 
been the case for the past six month Manufacturers are 
carrying good stocks 

Plumbers’ Brass Goods 

The market appears firm, with few reports of price in 
ducements toward buying being offered Jobbers are, as 
a rule, covered and few new orders are being entered 
Releases against orders on file are said to be many and a 
good volume is being moved The trade, as a whole, is 
buying in better volume than for some time past 

Range Boilers 

Stocks in hands of jobbers and manufacturers are 
ample for all demand, which, as a whole, is light. There 
is not the feeling of confidence in the market to cause a 
good buying movement as there are various prices being 
quoted by makers. Some manufacturers report a good 
business on their books, while others state that until they 
can at least sell at no less than cost, they are not looking 
for business. 

Boilers and Radiators 

Present needs are light and little buying for prompt 
shipment is reported. A good business far future delivery 
however, is being entered and manufacturers appear 
satisfied with conditions. Both manufacturers’ and job 
bers’ stocks are being held at levels that insure prompt 
delivery as needed Prices are steady and remain un 
changed. 
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Please send us prepaid a copy of the 1926 ‘‘Do- 
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mestic Engineering Catalog Directory,’’ for 
which we agree to pay $5.00 upon receipt of the 
book. 
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Keep Your Buying 
Data Up-to-Date 


Looking up the source of supply of all plumbing and 
heating items you handle during the year consumes 
a great deal of time. Therefore, your buyer should 
have the latest, most authentic records obtainable. 


New products are constantly coming into the market. 
On almost every specification you find trade-named 
articles that you either never heard of before or have 
no idea where they can be secured. 


Domestic Engineering Catalog Directory is com- 
piled especially for the buyer of plumbing and heat- 
ing supplies. It is completely revised and a new 
edition brought out each year so his records can be 
kept up to date. 


The 1926 edition contains the condensed catalogs of 
450 manufacturers of plumbing and heating ma- 
terial, with over 13,000 illustrations, occupying !29] 
pages. Each article shown is indexed and crossed 
for easy reference. 


In the Directory Section are listed some 2000 articles 
with trade names and names of the manufacturers. 
This gives you not only the sources of supply of all 
standard items but specialties as well. A complete 
index follows the section. 


Standard Tables and Rules applying to the industry 
appear in the back of the book. There is also an 
alphabetical list of manufacturers with complete 
street addresses. 


Whatever assistance your buyer may now have, his 
records are not complete without this Directory. 


Clip the coupon, sign and mail it tous 
now while the matter is before you. 
Your copy will be sent by return mail. 


Standard catalog size—734x105% inches. 
1976 pages. 1291 catalog pages. 
Price $5.00 postpaid. 


PUBLISHED BY 


DOMESTIC ENGINEERING CoO. 


Directory Department 
1900 Prairie Avenue CHICAGO, ILLINOIS 
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NEW YORK 


One large Manhattan jobber reports that orders are 
pouring in, with a good margin of profit on all orders 
placed. On the other hand, one concern which reaches 
out into suburban and up-state territory for much of its 
business, finds orders coming in slowly. This latter job- 
ber also finds more difficulty in making deliveries, as the 
heavy snow falls of the past few weeks are interfering 
to a much larger extent in outlying sections than in 
Manhattan proper. 

Prices in most lines appear firm, an example of this 
being the decision of the larga foundry which has been 
2% points below its competitors to raise its prices to the 
common level, 

Jobbers generally are carrying smaller stocks than they 
have in past seasons, due to the fact that early deliveries 
can be made by most manufacturers. This, also, applies 
to their methods of buying, little advance ordering being 
done 

Soil Pipe 

The week was marked by the decision of the large inter 
ests who have been below the market to raise their prices 
to the level announced the first of the month by some 
Current business being placed is very light, as practically 
Almost 
all foundries have 60 days’ business on their books, are 


all jobbers have covered for the next sixty days 


busy shipping against old contracts, and are unable to 
make deliveries under 3 weeks to 30 days 
Steel Pipe 

Conditions have changed little in this commodity. De- 
mand continues seasonal, prices unchanged, and deliveries 
prompt. Wholesale stocks are not large, but most of the 
jobbers’ small orders are for the purposeeof keeping these 
stocks in fair running condition 

Wrought Iron Pipe 

While demand has still not reached a high level, mills 
find that they have received more tonnage than a week 
ago from this district. Prices are unchanged. Deliveries 
can be made promptly. Wholesale stocks are being kept 
at minimum working levels. 

Enameled Ware 

Jobbers have begun to stock enameled ware in larger 
quantities, and big makers report an active demand for 
this ware for immediate delivery 
tained at the same levels. 

Pottery 

Conflicting reports are received from makers, ranging 
from light demand to exceptionally good demand. Pot- 
teries’ books are fairly well filled with orders for deliv- 
ery during the next sixty days. Prices have not changed 
Wholesale stocks generally are not very large. 

Plumbers’ Brass Goods 

One large tubular maker finds an excellent business, 
with inquiries frequent, and a large amount of business 
being placed for delivery during March and April. This 
same manufacturer finds that many jobbers are asking 
for immediate delivery of goods that were specified for 
late March delivery. Other concerns fail to substantiate 
this optimistic report, however. Demand for cast brass 
appears fair, with prices reasonably stable. No change in 
prices of tubular products has been announced. Deliv- 
eries are generally satisfactory 


Prices have been main- 


Range Boilers 
The price situation has not changed. An active demand 
is reported by some manufacturers, a fair call by others. 
Releases against contracts are in good volume. Whaole- 
Sale stocks have not been built up to any great extent. 
Deliveries are excellent. 


Boilers and Radiators 
Satisfactory demand prevails, with the total volume 
moving being a trifle greater than at this time a year 
ago. Prices have not changed Deliveries can be made 
promptly 


PHILADELPHIA 


Current business in Philadelphia is proceeding on a 
level keel, with little fluctuation in the normal seasonable 
demand for most of the major commodities in the plumb- 
ing and heating field The storms which struck the east 
ern seaboard during the first three weeks of February 
have hindered Philadelphia proper less than other sec 
tions, although there is a vast amount of snow in the 
western part of Pennsylvania which has tended to tie up 
deliveries from the jobber to the contractor 

Manufacturers’ salesmen, who look for better business 
in the coal regions because of the termination of the 
strike, spent a great deal of time in that section during 
the week preceding the writing of this report, but in 
general found jobbers indisposed toward loading up with 
material until the depression had had an opportunity to 
correct itself. 

The price market continues strong Wholesalers are 
still indisposed, as a rule, to buying for future delivery, 
practically all business placed being for immediate ship 
ment to depleted stocks 

Soil Pipe 
Foundries are now on a common price level, the one 


large manufacturer who has been below the market ad 


vancing prices 2% points during the past week Current 
demand is light, but shipments against old contracts con 
tinue large Thirty days is necessary for delivery by 
many foundries Wholesale stocks are not large, but 


most jobbers have enough pipe on order to take care of 
their needs through March or longer 
Steel Pipe 

Current demand continues seasonal, the total volume 
of pipe being shipped continuing rather small. Prices aré 
unchanged Wholesale stocks are being maintained at 
working levels Deliveries can be made promptly 

Wrought Iron Pipe 

There appears no tendency on the part of jobbers to 
anticipate needs, with the price remaining steadily firm 
Such current business as is being received is practically 
all for immediate shipment to care for depleted stocks 
Wholesalers find slight demand 

Enameled Ware 

f the largest 


An excellent demand is reported by one ¢ 
manufacturers, another, as well, finding more than a nor 


mal call for this season of the year Deliveries continue 


to be made promptly Prices have not changed Whole 
salers are selling a good quantity 
Pottery 

Specifications against orders for staples on potters’ 


books are coming through in large volume, and current 
special business is active Some potteries report that 
incoming orders in January were twice the shipments, and 
find almost this ratio continuing this month Prices are 
firm Deliveries by most makers are satisfactory 
Plumbers’ Brass Goods 

A fair amount of new business is being received by 
manufacturers of both cast and tubular good Prices 
have not changed. Jobbers find a seasonal call for these 
products Deliveries are prompt from most maker: 

Range Boilers 

No large demand is being manifested for range boilers 

both makers and jobbers receiving orders for immediate 








Zt DOMESTI 
need t a rule Manufacturer pric still are or 
lifferent level Vholesale stocks generall re not large 
it | makers have piled up enough boilers to give 
Tr ip leliver 
Boilers and Radiators 

More n usual de ind for February is being noted 

mar make rhi even reported by concerns who 
lid not lower their prices to meet the figures set by the 
n ri at the beginning of the year Prices have not 
changed Deliveries aré ellent Wholesale ocks are 
adequate 


PACIFIC COAST 


| ne generally is keeping up to expectations and 
while there are no outstanding feature to the market 
e tri generally appears satisfied with the outlook for 
the imr liate future 
Soil Pipe 
TI n dity continues to sell in satisfactory quan 
tity Distributor is a rule, have ample tonnage on hand 
or enroute to take care of anticipated requirement for 
the first quarter f th year Jobbers’ out of tock 
pri remain unchanged and are holding firm 
Steel Pipe 
Steel pipe continues to move in steady volume, the de 
nd I bout normal for this period of the year and 
y little I expected in the near future Jobbers 
gen pl tock nd out of stock prices are 
l ling f I 
Enameled Ware 
The d nd for enameled wars ntinues steady, with 
ve] hange from previous week noted Distrib 
I ru have 1 stock nd prompt deliveries 
n t btained from either Coast factories or manufac 
irers’ warehouses on practically all items 
Pottery 
This commodity shows very little change from last week 
es continue in moderate volume, most purchases being 
for immediate requirements Jobbers have ample stocks 
ind prompt shipment can be obtained on practically all 
‘ of ple war from the various potteries on the 
Coast Jobbers’ prices remain unchanged and, as a rule 
ire holdir firm 
Plumbers’ Brass Goods 
Plumber brass, in both cast and tubular lines, is con 
tinuing ir vod demand Distributors are carrying suffi 
cient stocks to take care of anticipated requirements and 
prices to the trade, while varying in the different jobbing 


centers, are, as a rule, holding firm 
Range Boilers 
There is ver little change in the demand for range 
boilers Taken as a whole, it is normal for this period 
of the year In some of the Coast jobbing centers, job 
bers’ price o the trade were reduced about 10 per cent 


week but this had no noticeable effect on sales 


MISHAWAKA ASSOCIATION REORGANIZED 


met re 
that 


Ind., plumbing contractors 


of Commerce 


Mishawaka, 
Chamber 


Eight 
cently in the 
and reorganized the Mishawaka Sanitary Association, orig 


rooms 1n city 


inally organized about a year ago In the election of of- 


ficers, William Otterstein was elected chairman; W. T 
Otterstein, secretary, and Fred Gygi, treasurer It was 
voted to join the Indiana Society of Sanitary Engineers 


Victor L. Peavy, of the National Trade Extension Bureau, 
and A. F. Bradley, secretary of the Mishawaka Chamber of 
Commerce, were the principal speakers of the occasion 


ENGINEERING 


February 27, 1926 


The Stock Market 














Quotations of February 20 Bid | Asked | Close 
American Radiator Co.—common | 117% 118% | 117% 
Anaconda Copper Mining ¢ 48% 48% 45% 
Brunswick-Balke-Collender Co | 28%] 30 | 23% 
A. M. Byers ¢ common | 33% 36 | 33% 
A. M. Byers ( preferred | 100 101 | 100% 
Crane Co.—common 57 | 584%] 58% 
Crane ( referred j 117 | 117% | 117% 
Fairbanks, Morse & Co.—commor 53% | 55 53% 
National Lead Co.—commor 166 16644 | 166% 
8S. Cast Iron Pipe & Foundry ¢ common .| 197 200 =| 195% 
U. 8. Rubber Co.—common 79% 79% 79% 
U. 8. Rubber Co.—preferred 107 108 | 107% 
U. 8. Steel Cory comm 129% | 129% | 129% 
8S. Steel Corp preferred | 126 126% 126% 
Walworth Company } 21% 21% | 21% 
Williams Oil-O-Matic Heating Corp 20% 20% | 20% 

Wolff Manufacturing Cor; ommon | 10 10% 10 
Youngstown Sheet & Tube Co 81% | 82% | 81% 

' 
| 


NOLAN CALLED BY DEATH 

Walter D. 
of the known 
plumbers in Washington 
et 
Thirteenth 


WALTER D. 
Nolan, one 


best master 


died at his home, 2523 
street, Northwest 
in that Thursday 
February 18th, of a complica- 


city on 


tion of diseases following an 
attack of influenza, 
had confined him to his home 
Mr. Nolan 


always took a deep interest in 


which 


only a short time. 
association affairs, and served 
as president of the National 
Association of Master Plumb 
1909 to June, 
Later he was a mem 





ers from June, 
1910. 
ber of the board 


Walter D. Nolan 


of directors 


of the National Association for several and did 
much valuable work for the organization. 
inexpected death will be received with deep regret by his 
friends in the trade throughout the entire country 


him 


years 
The news of his 


many 


His wife, three sons and three daughters survive 


YORK MASTER PLUMBERS HOLD ANNUAL BANQUET 

rhe annual banquet and ball of the Master Plumbers 
Association of York, Pa., was held recently in the York- 
Hotel. After the three hundred present had par 
a splendid dinner, an address of welcome was 
Simmons, local president, who turned 
the meeting over to C. F. Troutwine, the toastmaster. Be 
ides these two officials, the principal speakers were Rich 
Wilkes-Barre, president of the Pennsy! 
vania Master Plumbers’ Association; C. K. Wills, of Lan 


towne 
taken of 


given by James S. 


ard Turner, of 


caster, past state president; Paul Keppelman, president 
of the Reading Association, and James Lutz, of Harris 
burg, vice-president of the State Association and past 


National director. After the speeches and dinner, the 
guests enjoyed themselves with dancing and cards, music 
being furnished by Sponsler’s Paramount Orchestra 

The committee in charge included M. C. Lanius, chair 
man; Roy Konkel, C. F. Shetter, Eugene Wise and C. W 
Brown 

Andrew Heubeck recently opened a plumbing and heat- 
ing establishment at 130 North Fremont street, Baltimore 
Md He is remodeling the building and plans to have a 


modern display room 
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BYERS PIPE 


GENUINE WROUGHT IRON 














Improve your profits— 
with small effort 


Every month, over 3,000,000 prospective home builders are learning about the economy 
and long life of Byers genuine wrought iron pipe — the pipe of proven rust resistance. 


Write us for information about how to turn this advertising into profits for yourself. 
Many contractors who have used our plan have reported excellent results, with 
practically no effort on their part. Address Sales Promotion Manager, A. M. Byers 


Company, Pittsburgh, Pa. 
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It’s Better 


Than a 
Pump 














Model “R” Automatic 


CELLAR DRAINER 


Wherever surplus water is likely to 
collectin scale, elevator, boiler or 
fly-wheel pits, in excavations of all 
kinds, in the basements of homes and 
public buildings there is need for 
an automatic and_ trouble-proof 


PENBERTHY Cellar Drainer. 


It is easier to install than a pump 
and costs less to operate-—city water 
pressure supplying the power. It is 
more profitable to handle than a 
back water trap and requires no 
attention whatever. In fact the PEN- 
BERTHY is the logical device for 


every purpose in its field. 


Let us send you full speci- 
fications NOW. Then order 


from your jobber. 


PENBERTHY INJECTOR CO. 


Established 1866 


1244 Holden Avenue DETROIT, MICH. 


CANADIAN PLANT, WINDSOR, ONTARIO 


“Install --- 
That’s All’’ 











ACCEPTANCE OF OFFER MUST BE UNEQUIVOCAL 


T is elementary that an acceptance of an offer must 


be unequivocal. It must not change, add to, or 
qualify the terms of the offer. A reply to an offer which 
makes new stipulations as to quality invalidates an 


acceptance. 

One to whom an offer is made must either accept {ft 
or reject it And if he does not accept it he necessarily 
rejects it. If he introduces a new term into the offer, 
he in effect offers a counter proposal. 

But it is equally well settled that, although the party 
to whom the offer is addressed adds new words to the 
proposal, the words added will not impair or prevent 
acceptance if they do not qualify in legal effect the offer 
The added words in such cases do not prevent a binding 
contract from being formed.——United States Circuit Court 
of Appeals, in Columbia Malting Co. v. Corporation, 3 
Federal Reporter (2d), 547. 


A National Survey of the Pollu- 
tion of Streams 


(Continued from page 35) 


None of the cities nor any of the villages on the water 
shed of Susquehanna river which have sewer systems, pro- 
vide for the treatment of the sewage before it discharges 
into the stream, however, sewage from state institutions 
at Bach and Oxford and from factories at Johnson City are 
treated before being discharged. 

The Mohawk river receives sufficient pollution at most 
of the centers of population to produce grossly polluted 
water for limited distances below the various outlets 
Self-purification,in the river leads to the elimination of a 
large amount of this polluting material so that physical 
nuisances are not produced at many places. The extent 
of bacteriological pollution is such, however, that the raw 
Mohawk river water cannot be used at any place for pot 
able purposes. 

Without going into a complete survey of the waters of 
the state, it may be stated that a considerable improve- 
ment in the sanitary conditions of the streams of New 
York state has been brought about. Many outstanding 
improvements have been the construction of sewage treat- 
ment plants by many of the large cities and villages of 
the state. The enactment of regulation for the protection 
of 100 public water supplies has also been responsible for 
the preservation of the relative purity of many streams 

North Carolina: The state department of health does 
not have any data available on stream pollution. However, 
the next year a fiscal budget provides an item for the study 
of stream pollution and a man is being employed in this 
connection. Within a year’s time they hope to have in- 
formation about the character and extent of stream pol- 
lution in North Carolina. 

North Dakota: The state department of health is only 
two years old. The laws of the state provide for a bu- 
reau of sanitary engineering, but the state legislature has 
never seen fit to provide an appropriation to maintain it, 
so they do not have any information on the extent or 
character of stream pollution in that state. 

This is beginning to be a real problem in North Dakota 
however, and many master plumbers and other citizens of 
the state are hoping that the next legislature will make a 
sufficiently large appropriation to at least make a start in 
the investigation of their stream pollution problem. 

New Mexico: One would not expect to find stream pol- 
lution problems in this sparsely settled state, but never- 
theless the bureau of public health has made rather exten- 
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CAPITOL 
SO UZAS PYAR 
VALVES 
nw yl a, palit 


A new packless valve that has an ex 
tremely high lift--one turn of the 
handle opens or closes it -—-never needs 
re-packing —is pleasing in appearance. 
Volume production and efficient manu 
facture enables us to offer this new 
Capitol product at a very 


ATTRACTIVE PRICE 





STA-PAKi VALVE 


sectional view showing un 
usual construction and high 
lift—- Jobbers wire or write 
for price. 


CAPITOL BRASS WORKS 


2300 Franklin Street 


=—===DETROIT, MICH: 
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Reliable 
Brass 
Goods 





No. 270 HUDSON Ex- 
posed Combination 
Shower and Needle Bath 
with mixing valve, 24x30 
inch rectangular curtain 
support with ceiling 
brace. 


Has white duck curtain 
and pins, straight offset 
71-inch tubular head 
and 14-inch wall supplies. 
(814-inches center to 
center.) 

















HATEVER your customer’s shower requirements 
may be, however difficult he is to please, you will 
find just the pattern that will suit him in the HUDSON 
Catalog. And you will also find that HUDSON prices 
are mighty reasonable, considering the quality of goods 
we manufacture. Your jobber can supply you. Ask him. 


DESEEA DEER NDEEANSCA NEEM DEM DCAD NDE MN DEEM DEAN DEO DON 


Write for Catalog No. 21. 











HUDSON BRASS WORKS, INC. 
16-20 Nassau St. « Brooklyn, N. Y. 














REPRNDEER SEEK NSEEA DEER 


Mention Domestic ENGINEERING when writing advertisers. 
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sive investigations of some of its streams. This has re- 
sulted in the construction of a number of sewage treatment 
plants with the result that the water supply is safer than 
it wos a year or so ago. 

New Jersey: While no report was received from New 
Jersey it is a well-known fact that the beaches and water 
fron's of Long Island and New Jersey are contaminated by 
refu-e, garbage, etc., from dump scows and steamers. The 
governor of New Jersey recently complained about this 
condition and is endeavoring to have it corrected. 

Ohio: The state is now actively engaged in an effort to 
deal with this question of stream pollution in a compre- 


hensive way. For the past year the department of health 


has been engaged in making a general survey of the pol- | 


lution of streams in the state. In this way about three- 
fourths of the state has been covered. At the last session 
of the general assembly, a bill was passed to enlarge the 
powers of the department of health with reference to the 
control of stream pollution. Many of the streams of the 
state, both large and small, are being polluted by sewage 
and industrial waste. The state is growing rapidly in 
population and in industrial developments and a further 
increase of the pollution of streams will naturally result 
if adequate means are not taken to prevent it. 

A stream pollution survey of the state has been com- 
pleted in 72 of the 88 counties and work on the remaining 
16 counties is being pushed rapidly. Never in the history 
of Ohio have complaints of stream pollution been so 
numerous and insistent as this year. The city of Cleve- 
land, on account of pollution of the waters of Lake Erie, 
has been obliged to treat its water with chlorine since 
1911 

Oklahoma: The problem of stream pollution in Okla- 
homa has never been attacked in a manner that was 
productive of any data. Action is taken only when a 
complaint is filed. The most troublesome sources of 
stream pollution are from oil fields, these wastes being salt 
water and crude oil. 

Pennsylvania: Various state officials and departments 
are constantly in receipt of complaints from the public 
concerning the pollution of streams. Thirteen per cent 
of the 4,419 named streams:in Pennsylvania have drain- 
age areas of over twenty-five square miles, and an aggre- 
gate length of 13,000 miles, and it is probable that the 
total length of all the named streams is about 100,000 
miles. The sources of pollution are innumerable, diverse 
and both of public and private origin. There are 974 
municipalities in the state, only one-half of which have 
public sewer systems from which sewage or sewage effluent 
is discharged into streams. 

It is estimated that stream pollution may be caused by 
2,500 industrial places in the state. 

South Carolina: A report from A. H. Hayden, M. D. of 
the state board of health says regarding stream pollution 
in South Carolina: ‘Practically all sewage of large and 
medium sized towns in South Carolina empties into the 
streams of the state, for the most part rather small rivers 
and a number of large creeks, the sewage in the majority 
of instances receiving very little treatment or no treatment 
at all before being discharged. 

“In this respect I do not think South Carolina is alone 
in the question of pollution of streams from city sewage 
as unquestionably generally speaking, all streams through- 
out the United States are polluted from such sources. 
Treatment of raw sewage before entering into creeks and 
rivers of the state has been practiced by a few cities and 





towns, but such treatment is not made generally com- | 


Pulsory by the laws of this state, I am very sorry to say.” 
Tennessee: The division of sanitary engineering of the 


State department of public health is actively interested in | 
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HUB DRAINAGE FITTINGS 


REDUCE 
ROUGHING -IN ‘COSTS 


They eliminate cumbersome, awkward and 


expensive long-screw connections, unions and 
“R” and “L” nipples and SAVE TIME on the 
job. Their use PROMOTE ECONOMY and 
place DOLLARS in the PLUMBERS’ POCKET. 
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top fitting, caulk and the 


job ia done. 


into sleeved hu 


Write today for Catalog “‘H" which illustrates 
fittings to meet the needs of your locality 


STRINGER BROS. CO. 


1100 W. 38th STREET 83 33 $3 CHICAGO, ILL. 


Manufacturers of 
Economical Cast Iron Roughing-In Systems 
for Any Type Building 


Warehouses; Chicage, Ill.; Gadsden, Ala. Factory: Gadeden, Ala. 
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And then— 


in his own residence! 


So successful were the results obtained with the Red Top Tank- 
in-Basement system of hot water heating that a Philadelphia 
Plumbing and heating contractor bas installed it in his own resi 
dence. 

To quote him—"Believe me, it is a comfort throughout the house. 
Hereafter on all my hot water heating jobs I will use the Tank-in- 
Basement with the No. 2 Red Top Relief Valve’’. 

This system meane profits for you, as it has for ever-increasing 
numbers of plumbing and heating contractors. It means satisfied 
customers, with a system assuredly safe, reasonable in price, and 
efficient and economical in operation. 

A Red Top Relief Valve is approved by the Underwriter Labora- 
tories, Inc. May we send you a copy of our hot water heating 
booklet. 


NEPTUNE METER COMPANY 
50 E,. 42nd STREET, NEW YORK CITY, N. Y. 
Branch Offices in Principal Cities 
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Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 
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The Lead Seal Tank Coupling 


(MADE IN FOUR SIZES 


An all-metal fitting unlike anything you know 
about unless you've used them. 

The compensating lead seal, molded to conform 
to curvature of boiler, is expanded in the hole, 
“spun” against outside of boiler under positive 
pressure and beaded over on the inside 

This spud and 39 other unique brass fittings 
comprise a line specifically designed for clean- 
cut, effective water heater connections that save 
time and material 


Your jobber can supply you 


Bulletin-Catalog No. 3C tells the story clearly 
by word and picture. It’s yours for the asking. 
A postcard will do 


The Slack-Horner Brass Mfg. Co. 


1638 Blake Street t2o8s Denver, Colo. 
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stream pollution problems of the state. One of the ways 
in which this division is endeavoring to solve this problem 
is to refuse approval of plants or sewage systems unless 
adequate means have been provided for the treatmen' of 
the sewage by the use of properly designed equipment 

Texas: That Texas is confronted with a stream pollu- 
tion problem is evidenced by the fact that this state has 
an anti-pollution act. 

During the recent drought it was discovered that various 
sewage treatment plants did not solve the stream pollution 
problem in its entirety. Texas is fast becoming a manu- 
facturing state, and these industries with their wastes 
aggravate this already perplexing problem. 

The state sanitary éngineer, in a recent letter states, 
“Texas with its 16,000 miles of streams, possessing thou 
sands of acres of oyster beds, taking the use of water from 
the streams, resorting to these streams for municipal Water 
supplies, camp grounds, tourist parks, swimming pools, 
stock water and irrigation, faces a problem of great magni- 
tude 

Wisconsin: Many complaints reach both the state board 
of health and the conservation committee regarding objec- 
tionable stream pollution. Approximately 75 per cent of 
the lakes of the northern part of this state are practically 
free from pollution. Seventy-five per cent of this pollu 
tion is in the southeastern part of the state which con- 
tains 15 per cent of the lakes and 20 per cent of the 
streams. The remainder of the state lying roughly west 
of the Wisconsin and south of the Chippewa river, receives 
about 24 per cent of the pollution and contains about 10 
per cent of the lakes and 50 per cent of the streams. 

A superficial survey of the river and stream pollu- 
tion problems in the different states reveals one significant 
fact-—the problem is not confined to any one state or 
group of states, but is nation-wide. 

Numerous associations of master plumbers have passed 
resolutions concerning the pollution of streams and rivers, 
but some were not convinced that it was a real issue, a 
matter of sufficient importance to warrant aggressive and 
immediate action This survey should arouse any one 
connected in any way with plumbing and sanitation to 
throw off his lethargy and get busy. All master plumber 
associations in the land should throw the weight of their 
influence into this matter of stream pollution, not only in 
the interest of public health, but also for their own in- 
terest and for the betterment of the plumbing trade. 


Detroit to Get 1926 Oil Burner 
Convention 


(Continued from page 40) 


Detroit’s places of interest. Detroit is an ideal place for 


| such a convention and the hotel offers facilities very con- 


venient for gatherings of this kind. The room where the 
convention will be held and the exhibit hall are on the 
same floor of the Book-Cadillac Hotel, and are only about 
twenty feet apart. 

The exhibit room will be used to demonstrate the de- 
velopment of the oil burner industry and any exhibits con- 
sistent with this policy will be permitted provided there 
is available space. However, no oil burner will be exhib- 
ited unless it is manufactured by a member of the asso- 
ciation. Manufacturers of oil burner accessories, on tlie 
other hand, are eligible to associate membership, but need 
not join the association in order to gain permission to 
put their devices on exhibition. 

There is a registration fee of $2.00 for each attend 
and, with the exception of visitors’ night, only those who 
have registered will be permitted to enter the exhibit Il, 
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MINNEAPOLIS - 77 
SEVEN JewrL 












a high grade watch 








Minneapolis Model 77 Clock -- Built 
Throughout for Dependable Service 


adapted for use with heat control 
equipment. This Model 77 clock is 
built like a fine watch. It is absolutely 


Compensating balance—Breguet hair 
spring—heavier plates—highly pol- 
ished pinions and pivots—every essen- 





tial bearing jewelled—every unit of this 
same high order. The finest work- 
manship and the best quality ma- 
terials throughout— 


This explains why the Minneapolis 
Model 77, 7-jewel, 8-day clock has 
proved such an outstanding success. 
It is built absolutely right in every 
detail—a fact that is even more im- 
portant than the 7 - jewel escapement. 
For jewels alone cannot make a de- 
pendable, high-grade timepiece. 


Never has there been a clock so well 


accurate and dependable. 


The Minneapolis clock is made com 
pletely in the Minneapolis clock fac- 
tory. With the new, simplified Model 
77 Thermostat and new, improved 
electric motor, it forms the perfect 
automatic heat control device and 
makes Minneapolis leadership greater 
than ever. 


Write today for Minneapolis catalog 
illustrating and fully describing Model 


77 with the superior 7 - jewel, 8-day 
clock. 


MINNEAPOLIS HEAT REGULATOR CO. 


Established 1885 


2801 Fourth Ave., So. 
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Minneapolis, Minn. 


INNEAPOLIS” 
HEAT REGULATOR 
SOT COAL~GAS-—OIL 
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SQUARE 
Malleablelron 





DOMESTIC 


The “gold standard” of fittin’ value 


HE mark Square ‘Gee” 

on our fittings is concrete 
evidence of our confidence in 
the dependable merits of 
Square ‘“‘Gees.” 
Only quality materials go into 
Square “Gees.” And special 
tapping machines, careful 
finishing processes and rigid in- 
spection insure quality manu- 
facture that demonstrates its 


ENGINEERING 





effects in reliable service on 
the job. 


Square “Gees” protect you 
against the grief of leaky 
fittin’s, complaints from 
customers and the bugaboo 
of high labor costs. 


Get fittin’ insurance by say- 
ing Square “Gees” to your 
jobber’s salesman. 


THE GRABLER MANUFACTURING COMPANY 








Mention Domest 


Cleveland, Ohio 


ENGINEERING when writing advertisers. 
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THIS WEEK 


AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








ASSOCIATION HOLDS WINTER 
MEETING 

The Central Supply Association held its winter meeting 

Drake Hotel in Chicago on Wednesday and Thursday, 


CENTRAL SUPPLY 


and 25, while this issue was being printed. 
complete the meeting will 
week’s issue of ‘‘Domestic Engineering.” 


February 24 


- 


report of be published in 

1 xt 
COMPANY RECENTLY ORGANIZED 

Oil Heating Co., Inc., Mass., 

with a capital of $25,000. The 

Dony, Carl J. Appelt, of 881 

and Alvah G. Sleeper 





Vetropolitan Cambridge, 


| been incorporated 
Harry J. 


issachusetts avenue, Cambridge, 


orporators are: 


es 


H. D. COWLES CALLED BY DEATH 


Hf. D. Cowles, founder and formerly secretary-treasurer 
i manager of the Waterloo Manufacturing Co., now the 
Supply Co., of Waterloo, 
enly at his home in that city on Friday, February 12th, 


interbottom Iowa, died sud- 


following a stroke of paralysis. 
LANGFORD NEW PRESIDENT OF 
RADIATOR CoO. 


W. G. RICHMOND 


W. G. Langford, formerly vice-president of the Rich- 
mond Radiator Company, was ‘elected president of that 
company at the annual meeting of the stockholders, held 
February 16th, to succeed the late Colonel Lloyd G. Mec- 
Crum \. H. Schroth was re-elected vice-president, H. N. 
Kelley secretary-treasurer, and N. St. Peter assistant sec- 
retary-treasurer, The following directors were re-elected 
for a term of three years: Floyd W. Parsons, Hamilton 
Pell and Francis E. Smith. The company, which has its 


New York 
Pa., and Norwich, Conn., and maintains warehouses 
in New York, Chicago, Philadelphia, 
Norwich, and Uniontown, 


headquarters in City, has factories in Union- 


t 


own, 


Boston, Cleveland, 


MAINE SALESMEN TO MEET BEFORE 
CONVENTION 

The Plumbing, Steam and Metal Salesmen of Maine are 

oO hold their next meeting Monday, March 8, at the Duns- 


STATE 


t 


croft Inn, Dunstan, Me. The occasion is to be “Boston 
N in honor of the salesmen’s president, Nathaniel M. 
Doten The meeting is to be held the day before the 
Maine State Master Plumbers’ annual convention at Port- 


land, March 9 and 10, for the sake of convenience. 
CALIFORNIA SALESMEN TO HOLD ANNUAL 
DINNER DANCE 


regular meeting of the California Asso- 
Heating Salesmen of Oakland, 
if., plans were made for the annual dinner dance which 
be held tonight (February 27th) at the Toyon Inn. 
Kichard Shapiro, of Holbrook, Merrill & Stetson, is in 


rge of arrangements, and a large attendance is ex- 


the 


on of 


recent 


Plumbing & 
{ 


meeting 
William 


pected. New members introduced at the 
Andrew Barclay, of the Wolverine Brass Works; 


were 


Riley, of Holbrook, Merrill & Stetson; H. Hamlin, otf 
Standard Brass Casting Co., and Clifford Frazer, of 
Crane Co. 


WESTERN TRADE GOLF ASSOCIATION ELECTS NEW 
OFFICERS AND GETS READY FOR ACTIVE YVEAR 
A representative group of members of the Western Trade 

Golf Association met at the Illinois Athletic Club, Chicago 

Saturday, February 20, and 

tinue the organization. C. E. 

ident; F. B. Hackett, vice-president; H. W 

urer; Chas. E. 

C. A. Baldwin, handicapper, and T. M. 

Sedgwick, directors. 

The notice of the meeting had stated that the directors 
had decided to place before the 
continuing or discontinuing the association. 
terest shown by many members in the year 
and the increasing difficulty of securing courses for the 


unanimously voted to con 


Beery was elected pre 
Evan trea 
Price, secretary; R. 


Cooper, Jr., captain 


Stinson and H. M 


members the question of 
Lack of in 


last several 


monthly tournaments, together with the expense, were 
cited as reasons for considering such a question at this 


time. President C. R. Elliott, therefore, after calling on 
the various officers for their yearly reports, asked for dis 
cussion from the members. Feeling was unanimous that 
the Western Trade Golf Association, in existence now for 
nearly twenty years, had performed a valuable service in 
the past and had possibilities for the future too great to 
allow it-to drop out of the lives of Chicago plumbing and 
heating men. 

Even though the last two or three years, particularly 
have seen lack of enthusiasm among some of the 
the spirit 
by those present could bolster the whole organization, re 
cruit new members, 


nem 


bership, it was felt at this meeting that hown 


provide fresh zest and put the 


ciation once more in the front ranks of trade golf organi 


asso 
zations. The vote to continue was not only unanimou 
but pledged each man to support the association actively 
PLUMBING AND HEATING DISPLAYS FEATURED AT 
PHILADELPHIA HOME SHOW 
The annual Home Show, held at the First 
Armory, Broad and Callowgill streets, Philadelphia 
February 8 to 13, was dominated by manufacturers and 
jobbers of plumbing and heating goods again this 
exhibits ranging from simple the manufac 
tured articles, to most attractive upon which a 
great deal of time and expense had been lavished. 
Philadelphia wholesalers were among the leaders at the 
show. One of the most artistic that of the 
Shuster Plumbing Supply Co. In this a bungalow nestled 
in the background of a beautiful sprinkled 
flowers, while through a glazed the glistening 
bathroom was shown, a seated model helping create the 
illusion of a real inhabited home. Another exhibit that 


Regiment 


year 
showings of 
layouts 


booths was 


lawn, with 


window 
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created a great deal of interest was the Bridgman Com- 
pany booth. This was a complete bathroom, with finished 
walls and floor, as well as up-to-the-minute fixtures. Over 
all an ingenious system of lights cast a hue that attracted 
all passersby 

Both Fleck Bros. Co. and the Keystone Supply & Manu- 
facturing Co. occupied booths that gave prospective home- 
owners the opportunity of inspecting their exhibits 
closely The former company displayed a restaurant 
drinking fountain, a water heater, boilers, a pipeless fur- 
nace and a bathroom scale as well as a closet combina- 
tion, bath with shower, and kitchen sink 

Haines, Jones & Cadbury Co. also had a varied exhibit 
that attracted a great deal of attention, the articles in- 
cluding lavatories, sinks, showers, closet combinations, a 
built-in bath with shower, brass goods and a fine display 


of bathroom accessories. 


The Philadelphia branch of Crane Co. was also in evi- 


Showroom of Lehigh Valley 


dence with a booth which attractively displayed an auto- 
matic water heater, a complete bathroom with attractive 
colored silk shower curtain, a modern kitchen sink, and 
accessories. 

The heating contractors were represented by Edward 
R. Sabin Co. This concern showed gas ranges, heaters 
and radiators. The two latter were bronzed with Sabin 
gold, manufactured by the exhibiting company. 

Stove, furnace, boiler and radiator manufacturers also 
occupied a prominent part. Among the companies were 
Abendroth Bros., Philadelphia Furnace Co.; James B. 
Clow & Sons, American Radiator Co.; Borden Stove Co., 
Richardson & Boynton Co.; Pierce, Butler, & Pierce Man- 
ufacturing Corporation, and H. B. Smith Company. One 
of the features was the first showing of the new Pierce 
Eastwood radiator. 

Manufacturers of lines kindred to these makers in- 
cluded the Watson Heat Amplifier Co., of Philadelphia 
and the Boiler Equipment Co., which showed the Thrush 
system of hot water heating. The Minneapolis Heat Reg- 
ulator Company also had an attractive booth, showing the 
working of their devices. Gas stove manufacturers were 
also present, those exhibiting including the Philadelphia 
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Gas Range Co., the Roberts & Mander Stove Co., and the 
Colonial Stove Co. 

Beside showing its water heater in several of the otier 
booths, the John Wood Manufacturing Co., had an exh: bit 
of its own, displaying the heater and some samples of its 
range boilers. Another exhibit of great interest to the 
ladies who attended was that of the Walker Dishwasher 
Co., where an audience was usually assembled. 

Tastefully framed in an arch was an EverHot water 
heater, the exhibit by the company of the same name, 
while Welsbach Co. exhibited radiant heaters. 

The oil burner makers were out in full force, the ex- 
hibits including those of the Lalor Fuel Oil System Co., 
which used an Abram Cox boiler and a Merion water 
heater in conjunction; the A. B. C. burner, the Hart Oil 
Burner, also installed in an Abram Cox boiler, the S. K, 
Kleen Heet oil burner, the 
NoKol burner, and the Ballard Oil equipment. 


automatic oil burner, the 


Supply Co. in Allentown, Pa. 


LEHIGH VALLEY SUPPLY CO. MOVES INTO NEW 
QUARTERS 

The Lehigh Valley Supply Co., 926 Hamilton street, 
Allentown, Pa., which was organized only seven years ago, 
has expanded so rapidly that it has been necessary to move 
into new quarters. The company held an open house in 
its new place of business Friday evening, February 5, and 
it was attended by a number of representatives of manu- 
facturers, master plumbers and the public. 

A large, airy and well lighted display room is the fea- 
ture of the new home of the company. Five complete and 
different bathrooms are displayed, each one tiled in har- 
monious colors. One is a de luxe affair finished in gold 
and black, while another is a solid white bathroom with 
tan tile sides and floor. A five-foot bathroom is shown to 
prove what can be accomplished in such a small place, and 
an odd-shaped array is planned as a model of what can 
be done in a remodeled house. A model kitchen, with 
metal furniture, and modern plumbing is the center of 
attraction at another part of the display room. An at- 
tractively furnished sitting room is walled off at the back 
of the store for the convenience of those who come with 
buyers, but are not interested in the entire display. A8 
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First section of the official photograph of the recent National 
Buffalo, 


well as the complete bathrooms, a large display of sinks, 
lavatories, closets, bathtubs, stoves, water heaters, boilers 
and other appliances is spread over other parts of the 
showroom. All in all, the building has 25,000 sq. ft. of 
floor space. 





E. F. HOWELL MFG. CO, HOLDS STOCKHOLDERS 
MEETING 


At a recent meeting of the stockholders anf directors 
of the E. F. Howell Mfg. Co., 216-222 Union street, Hack- 


ensack, N. J., the following directors were elected for 
the ensuing year: E. F. Howell, J. C. Keck and S. Van 
Deusen, At the same time, E. F. Howell was elected 


and treasurer, J. ©. Keck, vice-president, and 


S. Van Deusen, secretary. 


president 


TO DISTRIBUTE BONUS IN STOCK 

Century Electric 1827 
Louis, Mo., has arranged to distribute as a bonus from 
1925 earnings $190,000 in common stock of the company 


Company, of Pine street, St. 


at $120 per share. This bonus will be given to those of 
its three thousand employes who were connected with the 
company during the entire year of 1925 and are still with 
the company on March 15, 1926. By this arrangement 
each of those entitled to participate will receive at least 


Sales Convention of the American Radiator Co., held at 


7. = 
7 per cent of his salary or earnings. A large percentag: 
of the company’s employes are stockholders 


TRENTON POTTERIES CO. OPENS PHILADELPHIA 
‘BRANCH 
Potteries Co., Trenton, N. J., 
branch office in Phila 
delphia, Pa This 
will be in charge of F 
C. Allen 
to the trade 


The Trenton has opened 
a new 
branch 
who is well known 
throughout the 
The 
ated in the 


Kastern tates new 


branch is lo« 


building which was recently 


completed at 1700 Walnut 
street 


Mr. Allen, who has covered 





the Philadelphia territory 
for some years out of the 
home office at Trenton, will 
be assisted by S. John Rad 
ice. Mr. Radice has been 
with the Trenton Potteri« 


the 
the last three of which 


8S. John Radice Company for past eight 


years, 


he has been manager of the company’s export department 











Second and last section of the official photograph of the recent National Sales Convention of the 


American Radiator Co., held 


at Buffalo, N. Y. 
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DEMING 


Ty SUPPLY SYSTEMS 





















A SILENT SALESMAN 


UCCESSFUL salesmen make it easy for 
their prospects to buy. They accomplish 
this by making it easy for their prospects to 





ecneiaatiiniiair iin, understand exactly what they have to sell. 

tomatically oiledright) —_ ‘ os 2 D i “OileRite” 
Power Pumps (Fig 809 In compiling “Catalog G”, a new catalog featuring = Deep Well Puss 
for vertical suction lift - (Fig. 1062) are built in 
(25 feet or less. Deming Water Supply Systems, every effort was made ail capacities for all 


types of drive. 


to simplify a comprehensive subject. It is our honest 
conviction that “Catalog G” can sell Deming Water 
Supply Systems with little effort on the part of Deming 
Sales Representatives. 

Practically every question that a prospect may ask 


is answered in “Catalog G”’. Deming Automatically 
Oiled Pumps and Water Systems and other types in the 
Deming “Atlas” 


complete line are adequately illustrated and described. —_Doubie-acting Power 


Pumps (Fig. 691). 





Deming” Marvel” Elec- 


(Fig. 2088). Automatic Copies of “Catalog G” are yours for the asking. If 
<a you are not selling Deming Pumps and Water Systems 


you will be interested to learn of the stability of Deming 
sales opportunities. Complete information will be sent 
upon request. | 


THE DEMING CO., Established 1880, Salem, Ohio 





DISTRIBUTORS: 
Baltimore. .... Southern Supply Co. Louisville, ...... Lalb Company 
Prater: Henion & Hubbell Richmond. . . Sydnor Pump & Well Co. Deming Triplex Pov «rt 
Deming Worm. Driven Denver, Hendrie& Bolthoff Mfg.& Supply Co. Minneapolis... .° Central Supply Co. Pumps are built i 
Deep Well Working Kansas City . English Tool & Supply Co. Pittsburgh. . Harris Pump & Supply Co. pacities up to 6: ) 
Head (Fig. 1662). San Francisco ... . «Crane Company gallons per hour. 














Mention Domestic ENGINEERING when writing advertisers. 








, 
™ February 20, 1926 DOMESTIC ENGINEERING 73 


{AIS ES, JONES & CADBURY TO MOVE BRASS WORKS 

In the very near future, Haines, Jones & Cadbury Co., 
Philadelphia, will transfer its brass making organization 
from the old works at 1110-1122 Buttonwood street in 


that city to the new plant shown herewith. The new 
prass works will occupy the group of buildings along 


“jhe Red Metal Line 


NIE 


Sepviva street, Frankford, Philadelphia, into which a spur TRADE MARK REG. U.S. PAT. OFF. 
track of the Pennsylvania R. R. runs, insuring convenient Staple Brass Plumbing Goods 
chipping facilities. Concealed Fixtures 

The main shop is 107x274 ft. and has an area of about Wi 

r 

30,000 sq. ft. Employes in this shop will work under ad- . ater Wo Brass Goods 
vanced production standards, which will greatly increase ~0. Bronze Grade Metal 
the output of the plant. A detail worthy of mention is in Enduring Quality 
the window space in the plant. Ninety per cent of the THROUGH JOBBERS ONLY 


UNITED BRASS MFG.CO. “"3hié"? 











Automatic Gas Water Heater 


Two men, bought water 
heaters. One bought a 
Humphrey. The other 
bought “something just 
as good—but cheaper.” 
That was 10 years ago. 
Today they both have 
Humphreys. 





New brass works and central plant of the Haines, Jones & 
Cadbury Co., Philadelphia Humphrey Company 
(Dio, Ruud Mfg. Co.) 


Type “*A”’ Kalamazoo ate Michigan 





wall space is utilized for windows and this flood of light 
should prove of the greatest practical value to the men 
in their close range inspection of the products going 
through their hands. 

The large 4-story concrete building on Erie avenue will 
house the central plant of the Hajoca organization. In 
this structure about 81,000 sq. ft. of flooring is to be 
used for storage and warehouse purposes. This building 
is also served by a separate spur of the Pennsylvania 
R. R. A third railroad track runs to buildings in the Bull - Dog celluloid 
middle section of the seven-acre plot. Altogether 152,000 covered seats have 


sq. ft. of space will be available for manufacturing and sli the good qualities 
xf Bull-Dog varnish 

















distribution purposes. Two heavy duty elevators serve 
the floors and platforms. Besides the buildings mentioned 
there are several garages, a power house and numerous 


other smaller buildings. 


finished seats 








STANDARD SANITARY COMBINES DENVER AND 
CHICAGO SALES TERRITORIES 

The Denver and Chicago sales office territories of Stand- 
ard Sanitary Mfg. Co., Pittsburgh, Pa., have been merged 
and both territories will henceforth be covered from the 
Chicago office at 910 South Michigan avenue. This policy 
will make the Chicago office the headquarters once more 
of E. A. Maginnis. 





PEAKMAN Sink 
fixtures are made in 
four styles—with and 
without soap dish and 
with and without hose 


and spray head. 





PURCHASES NEW FACTORY SITE 
Century Electric Company, of St. Louis, Mo., has just 
purchased an eight-acre factory site located on a branch 
of the Wabash Railroad, at Spring avenue, Forest Park SPEAKMAN 
boulevard and Manchester avenue in that city, on which 
| y, 7 COMPANY 
lt will erect buildings for manufacturing and warehouse 
purpo The company does not contemplate abandon- \} j WILMINGTON - - DELAWARI 
ment of any of its buildings which are now located on 


both sides of Pine street, between Eighteenth and Nine- SPEAKMAN SHOWERS 
teent} 


streets, the corner of Nineteenth and Olive, and at 


Twenty-first and Poplar streets. | AND FIXTURES 
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 eesatage we spe- 
cialize in closet 
combinations of the more 
useful patterns, we are 
able to give superior ser- 
vice and superior values. 


sila 


LAMBERTVILLE 
POTTERY COMPANY 
Lambertville N. J. 


MYERS WATER SYSTEMS ¢< 


For Homes, Farms, Public 
or Private Institutions. 


Smal] capacity, hand operated systems for shallow or 
deep wells and cisterns, medium and large capacity 
outfits for operation by engine or motor, auto- 
matically controlled electric house pumps and 
direct water systems that do not require a pressure 
tank make up the Myers line which has over fifty 
years of pump building experience behind it to 
guarantee dependability and satisfactory service. 
Catalog No. HP24 shows 
complete line. Ask for 
your copy today. 

The 
F. E.. MYERS 

& BRO. CO. 
Ashland, Ohio 




















AMERICAN SANITARY MFG. CO., Abingdon, Illinois 








Ask for profitable details on the 20 gal. Unit 





THE CLEVELAND HEATER CO. Cleveland 


the quality Tank Heater Builders for 20 years 
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NINETEEN JOIN METROPOLITAN TRADE GOLF 
ASSOCIATION 

Nineteen applications for membership in the Metro- 
politan Trade Golf Association were accepted by the mem- 
bership committee of that body at a meeting at the ote] 
Astor, New York City, last week. This committee, which 
consists of William T. Gilmour, James E. Holmes, and 
L. A. Rothwell, announced that there are now thirty-seven 
accredited members of the golf association, which wag 
organized last fall The constitution of the association 


provides for a limited membership, only forty manufac- 


turers’ and jobbers’ representatives being eligible at one 


time. 


At the present time President J. Francis Murphy and 


| Secretary-Treasurer F. W. Broatch are busy arranging for 


the six meetings to be held during the coming season. 


J. H. BALMER CO. OPENS TRENTON PLANT 
Increasing business has necessitated additional facilities 


| for the J. H. Balmer Co., of Newark, N. J. The building 
shown has recently been constructed at 105 Mulberry 
street, Trenton, N. J., and, beginning this month, ship- 

















J. 


J. H. Balmer Co.'s new plant at Trenton, N. 
ments were made from this plant, with the exception of 
the metropolitan district which will be supplied, as here- 
tofore, from the Newark office. 

All purchasing and matters pertaining to distribution 
will be taken care of at the Trenton plant, where William 
Bohan, secretary of the company, is now permanently lo- 


cated. The executive offices of the J. H. Balmer Co. will 


| remain in Newark. 


MASTER ELECTRIC CO. HOLDS SALES CONFERENCE 

Branch office representatives and distributing agents of 
the Master Electric Co., Dayton, Ohio, held a two days’ 
sales conference at the company’s factory in that city, 
The principal reason for holding the conference 
greatly 
located 


recently. 
was to acquaint the field organization with the 
increased facilities offered by the new plant 
at Linden Master avenues, and into which the com- 
pany recently moved. Sales plans were outlined for the 
new year, sales quotas were discussed and consid rable 
attention was given to the various labor saving devices 


and 


| that have been introduced into the company’s production 


routine. 
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R. C. WILSON, 
5 East 42nd Street, 
New York City. 


R. C. WILSON, 
261 Franklin Street, 
Boston, Mass. 











No. 121 Bath Waste ‘and 
~. Overflow 


Fe 136 Tubing and permanent satisfaction have 
22 and 17 gauge 


Experience 


Recessed 
Elbows 





The value of experience can scarcely 
be over-estimated, but it is poor 
policy to pay the price of costly 
mistakes when you can profit by 
the experience of others. 


For almost 40 years The American 
Plumber has profited by the exper- 
ience of The Ireland © Matthews 
Company in the manufacture of a 
comprehensive line of Plumbing 
Brass Goods which for real value 





never been surpassed. 


The IRELAND & MATTHEWS 
MFG. CO. 


1501 Beard Ave. Detroit, Mich. 





Representatives: 


GEO. L. DAMAS, WM. P. HORN CO., P. C. ABBOTT CO., 
4849 Magnolia Ave., L. C. Smith Bldg., Travelers Building, 
Chicago, Il. Seattle, Wash. Richmond, Va. 
WM. P. HORN CO WM. P. HORN CO., R. E. CRAMSIE, 
Rialto Building, Wilcox Building, 203 Reliance Building, 
San Francisco, Calif. Los Angeles, Calif. Kansas City, Mo 


The I & M Plant—built on a foundation of fair dealing 
Established 1889 
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1900 Prairie Ave. 
Chicago, Illinois 


My Name Is 


DOMESTIC ENGINEERING 


Your Prospects Are Asking Us 





February 27, 


School authorities in every town listed on this page 
have asked us where they can obtain “The Story of 
the Bath” for distribution among their pupils. 
This is your opportunity to enlist the aid of the 
youngsters in your drive for more business. Let this 
sink in—the boys and girls of your town are asking 


for 


“THE STORY 
OF THE BATH” 


This Coupon Brings Full Details 
MAIL IT NOW! 


Alabama— 


Bayou Labatre 


Arkansas— 
Little Rock 


California— 
Almeda 
Banning 
Felton 
Lompoc 
Monrovia 
San Francisco 


Colorado— 


Grand Junction 


Gunnison 
Moffat 


Connecticut— 
Bridgeport 
Brookfield 
Sandy Hook 
Southington 
Stratford 
Waterbury 


Illinois— 
Crystal Lake 
Hyde Park 
Lake Bluff 
Wood River 

lowa— 
Audubon 
Cedar Falls 
Corning 
Dubuque 

Kansas— 

Ft. Scott 
Kansas City 
Quinter 
Ulysses 


My town is marked X 


Kentucky— 
Clifty 
Corbin 
Crofton 
Greenup 
Richmond 
Springfield 
Maryland— 
Venton 
Massachusetts— 
Boston 
Foxboro 
Holyoke 
Hopedale 
Maynard 
North Adams 
Northampton 
Michigan— 
Allegan 
Battle Creek 
Bay City 
Detroit 
East Lansing 
Grand Rapids 


Minnesota— 
Brook Park 


LeSueur Center 


Lindstrom 
Minneapolis 
St. Pau 
Mississippi— 
Estabuchie 
Jackson 
Pearl 
Pettit 
Missouri— 
Holland 
Sikeston 


Montana— 
Lathair 
Nebraska— 
Fullerton 
Powell 
St. Mary 
Nevada— 
Yeringtons 


— ~~“ a——6_, 


xeter 


New Jersey— 
Allentown 
Belleville 
Clayton 
Glassboro 
Irvington 
Merchantville 
Newark 
Passiac 
Rockaway 

New York— 
Adams 
Buffalo 
Middleburg 


New York City 


Richmond Hill 

Syracuse 
Ohio— 

Cleveland 

Norwalk 


Pennsylvania— 
Alverton 
Boothwyn 
Dickson City 


East Stroudsburg 


Homestead 
Josephine 












Kutztown 
Landisburg 
Lilly 
Mahoning 
Pittstown 
Reading 
Shillington 
Stroudsburg 


West Philadelphia 


Willowstreet 


South Dakota— 
Irene 


Tennessee— 
Chattanooga 
Knoxville 
Nashville 


Texas— 
Banquete 
Caldwell 
Haskell 
Houston 
Kaufman 
Springtown 


West Virginia— 
Littleton 
Rockview 
Wilcoe 

Wisconsin— 
Boyceville 
Loyal 
Markesan 
Mayville 
Menominee 
Milwaukee 
Reeseville 
Sturgeon Bay 
Superior 
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D. L. ENJOYS INTERESTING MEETING 


Sherman, San Francisco, Calif., president of the 


©. &. 

H. 

Ca! fornia state board of harbor commissioners, and presi- 
of the Central Ice & Cold Storage Co., was the prin- 
cip:| speaker at the February 11th luncheon of the Cali- 
Sanitation Development League. He gave some 
sta'tling facts and figures on the growth of the San Fran- 


ler 


la 
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cisco harbor in the last seventy-five years. He said that 
ey citizen should be vitally interested in the govern- 
mé of his country, and should do his part to put into 
office only men who are in every way capable of filling that 
offi 

ienjamin F. Blair, of the Standard Sanitary Mfg. Co., 
as chairman of the day, introduced the speaker. Volney 
Howard was appointed sergeant-at-arms, and collected a | 
generous amount of fines = — - 
which were turned into the lI oe ee 
League charity fund. 

J. E. Mellreevy, newly ap- 
pointed San Francisco man- 
ager for Crane Co., was in- 
troduced as a new member by 
the retiring manager Charles 
Weld In recognition of his 
untiring efforts in behalf of 
the league, Mr. Weld was 
elected an honorary member 
of the organization, and was 
presented with a badge des- 
ignating him as the first re- 
cipient of that honor. = 

Norman W. Farlow, of Hol- J. E. Mellreevy 
brook, Merrill & Stetson, 


chairman of the golf committee, announced that the much 
postponed golf tournament be held at Crystal 
Springs Country Club on March fifth, weather permitting. 


would 


UNITED PLUMBERS SUPPLY CO. TO CELEBRATE 
SEVENTEENTH ANNIVERSARY 

The double celebration of the United Plumbers Supply 
New York City, is again to be staged this year, the 
hundreds of friends in the trade who attended last year’s 
affair will be pleased to learn. Britt Cohn, advertising 
manager of this supply house, is telling that President E. 
A. London has selected March 20 as the big evening. The 
celebration is called a double one because on March 17th 
the company will be 17 years old, while the big ‘‘doings’’ 
are under the auspices of the Employees Mutual Welfare 
Association of the company, and will be known as its 
annual entertainment and ball. The committee 
is now at work to put the frolic, which will be held in 





Co., 


second 


the grand ball room of the Concourse Plaza, over on a 
big scale. Among other things, arrangements have been 
made to broadcast the proceedings over the radio. Radio 
fans are going to enjoy it too, you can depend, as the 
orchestra is to be carefully selected and a first class show 
is heing arranged. 

Tickets are being limited to 1,500 and officers of the 
United Company suggest that reservations be made early, 


either through the main office at 146th and Exterior streets 
branches in White Plains, New Rochelle, and 99th 
New York City. 


or tl 
stre¢ 


I iblic Brass Co., of Cleveland, Ohio, is placing a 
of billboards throughout the San Bay 
in California. The signs feature the company’s 

rn Plumber,” and are placed with the purpose of 

to help educate the public to patronize recognized 
gistered plumbing contractors. 


Francisco 


distr t 
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200 Gallons Per Hour 


Here is the ideal Electric Water 
System for the average home. It has 

mp capacity of 200 gallons per hour. 

uipped with a 30-gallon galvanized 
tank and a one-sixth H. P. Repulsion 
—Induction motor. Shipped to you 
completely assembled in one crate. 
$125.00 list. 


This Uniflow Pump is a big seller 
It is ruggedly built and guaranteed to 
give satisfaction. Special discount to 
dealers. Write for prices and catalog. 


The Uniflow Pump & Mfg. Co. 
Fifth & Perry Sts. Dayton, Ohio 














KENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 


Send for a copy. 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 
New York Chicago San Francisco 
Salt Leake City Seattle Philadelphia 
Kansas City Los Angeles 





Boston 


El Paso 








Why Classic Leads 


It was the first combina- 
tion sink fixture on the 
market. Has many exclu- 
sive features, including 
adjustable arms. But 
most of all, because it is a 
Chicago Faucet, and that 
means there’s no higher 


oO quality. 


The Chicago Faucet Co. 
2700-22 N. Crawford Ave. 
Chicago, Illinois 





CHICAG 
FAUCETS 


ICHMOND 


PRODUCT T..... 
TRAP SCREW FERRULES 


Sixteen years experience in the manufac- 
ture of ye CO has given us 
a thorough knowledge of the requirements 
of the trade. 

Our trap screw ferrules are accurately 


machined, clean cut and nicely finish 
the line is complete in range and design 


RICHMOND 


FOUNDRY & MANUFACTURING CO. 
RICHMOND, VA. 


A ‘DEPENDABLE SOURCE: OF SUPPLY: 
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NOW IN NEW LOCATIONS 


Cohen & Molowitz, of Elizabeth, N. J., have just : a 
to new quarters at 28-20 Rahway avenue, where they ve 
i. i jN five years no | more floor 7 and gg pi = new build- 
ATER MEATER ing is on a lot 70x200 ft. Their former address w at 
EverHot own- Be deg 
$6 | Seventh street and Elizabeth avenue. 

er has ever been ~ a alia 
h d t The offices of the Ballard Oil Burning Equipment ., 
) ‘388 m arge s a cen Boston, Mass., formerly on Pearl street, have been moved 
or repair service. to the company’s new building, 535 Commonwealth ave- 


Pacific Clay Products, of Los Angeles, Calif., have 


y Greeltot Heater Co. moved to Suite 650, Chamber of Commerce building, 1151 


South Broadway, in that city. 
Detrois, Michigan 


$ 139 (201) nue, Boston. 


Lit-Silver Plumbing Supply Co., 107 Fallsway, Balti- 


more, Md., has moved into its new 3-story building facing 
the Civic Square in that city. Among the features of the 





new building are an electric elevator and a modern dis- 


now play room. 
unnin g ater Phillip C. Lowry has moved his specialty house from 


(200 GALLONS O PER HOUR) 973 Folsom street, San Francisco, Calif., to 405 Tenth 
street, Oakland, Calif. 

The DAYTON “CUB”, with its _ 

200 gallons per hour pumping ca 
pacity and low price of $85.00 is rw <pPpro , TQINERSe r ‘ " ’ . 
Gy fur the leading water qyetem NEW SPECIALTY BUSINESS IN OAKLAND, CALIF. 
value offered today. DAYTON P » a Siti ~— “Wa a a ¢ 9 
Scaiee ano Geethian esien veeneee Harry Haynes has opened a specialty house at 812 
with it Franklin street, Oakland, Calif. He was formerly man- 
It is one of a complete line of ager of the M. Stulsaft Co.’s branch in Oakland, and later 
DAYTO Wat Syst s f ; . . . . 

deep oe PP en ans and ebe. manufacturers’ representative in San Francisco. 
terns with pumping capacities of am 
from 160 to 3,000 gallons per hour. 





- . ; - THOMAS MADDOCK’S SONS CO. ENTERTAIN HARVEY 
te for catalog and let us out- 
line for you our cooven “business SALESMEN 


getting”’ dealer plan . ie? ; 
The salesmen of the A. Harvey’s Sons Mfg. Co., Detroit, 


Mich., recently made a visit to the plant of the Thomas 


THE DAYTON f PUMP f MFG. CO. Maddock’s Sons Co., Trenton, N. J. The salesmen were 


DAYTON. OHIO. U.S.A. 








Positive Afterfill 
Regulating Screw 


One-inch Inlet 


Users of this valve recommend 
it without restrictions. 





A. Harvey's Sons Mfg. Co.'s salesmen at the plant of the 
Thomas Maddock’s Sons Co. 





taken through the plant and shown how the Maddocks 
products are manufactured in order to be able to know 





more about what they were selling. 


HAMMOND ena 


Valves and Unions READING IRON COMPANY INAUGURATES NEW SALES 


are made a little heavier than is usually considered necessary. SERVICE 
This, together with careful workmanship and testing, enables ad / 

) ) tional - q ; 
Glaoma’ ie none ao aes ome saunmonts. na R. M. Thomas and Donald Charlton have been ap- 


pointed technical representatives of Reading Iron Com- 


HAMMOND pany, Reading, Pa. The technical department which they 


BRASS head is a newly created service division in the sales de- 
partment. Virtually all their time will be given over to 
WORKS railroad work and they will be required to give te nical 


and practical counsel to any railroad which has pipe, @2 
gine-bolt, stay-bolt and boiler tube problems. 

R. M. Thomas, for the past four years associat with 
the Chicago office of Reading Iron Company, rece d his 


Hammond, 
Indiana 

















rom 
nth 





he 


8 
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bruary 


University 
member 


technical training at Cornell and Carnegie 
Institute of Technology. He is a of American 
nstitute of Mining and Metallurgical Engineers and West- 
rn Society of Engineers. Mr. Thomas will represent the 
teading Iron Company in offices of various railroad sys- 
ms of the West. His headquarters will be 449 Conway 
building, Chicago. 

Donald Charlton has been for the past six years in the 
manufacturing division of the Reading Iron Company, the 


— 





Donald Charlton R. M. Thomas 


of which he served in the 
His duties during 
of railroad 
become 


last two and one-half years 
capacity of assistant engineer of tests. 
intimate knowledge 
excellent opportunity to 
requirements for his company’s 
Eastern railroads 
of the 


this period required an 
work and furnished an 
familiar with railroad 

products. Mr. Charlton 
and his headquarters will be 
Reading Iron Company. 


call on 
the 


will 


general offices 


= with its refill chamber 
and decp water seal, ts 
the logical combination 
with which to butld up 
PRESTIGE and PROFIT 


or your business. 


‘ee 
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OPENS BRANCH HOUSE IN DARBY, PA. 
2702 Ellsworth 
the 


Plumbing Supply Co., street, 


has 


Doody’s 
Philadelphia, 
Pike in Darby, Pa 
ager of the new store, which will take care of the subur- 
A large store, ware- 


branch on Chester 


Kelly has been made man- 


opened a new 


Francis J. 


ban business for the parent company. 


house and yard will be maintained 


HEATING & VENTILATING EXPOSITION TO BE HELD 


IN NEW YORK CITY 
With coal the “burning question’”’ more than ever this 
year, the first National Heating and Ventilating Exposi 
tion to be held in Madison Square Garden, New York City, 
March 17th to 23rd, inclusive, should prove intensely in 
teresting not only to the trade but to the public 
Every type of fuel-saving device and oil burner will be 
displayed, and people attending will be instructed as to 
the correct ways of using them They will also be told 
how to use the small sizes of coal at the greatest saving 
One of the features of the exposition will be exhibits 
demonstrating the mining of coal, how asbestos is made 
the proper way to kindle fires and how to burn soft coal 
without creating a thick cloud of black smoke 
College professors and engineers will lecture at certain 
hours during the day, some of them illustrating their talks 
with motion pictures. There will be special features de 
signed to interest maintenance managers of publie build 
ings, schools, libraries and theatres 
It is planned to lay much emphasis on the all-important 
health phase of the Exposition It is common knowledge 
that improper ventilation is in direct antipathy to good 
A group of people working (or liv 


physical conditions 
ing) under an incorrect system of ventilation become vic 


tims of a mental inertia and physical lassitude. They are 


subject to colds, bronchial disturbances, headaches and 
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Genuine 


THE 


ONLY 





Our 
Catalog 
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| ARMSTRONG 


Adjustable Stocks and Dies 


Have been used the 
world over for more 
than fifty years. 
old time plumbers and 
most of the younger 





ones know and swear 
by the Genuine Arm- 


strong Pipe Tools. 


ARMSTRONG MFG. CO. 


BRIDGEPORT, CONN. 















| who is a judge in this contest. 
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other kindred ailments. Proper ventilation, therefore, 
a dominant factor in the life and welfare of a people, ar 
as such will be given particular attention in the expositi: 
Approximately fifty exhibitors have so far reserved spa 
in the Exposition Hall, one of the most interesting bei: 
the American Society of Heating and Ventilating Eng 
neers. Others include: Abco Boiler Co., Aerofin Corpor 
tion, Andes Range & Furnace Co., Bridgeport Rollin 
Mills, Consolidated Gas Company, Cooling Towe Co., Fai 
banks Co., Fitzgibbons Boiler Co., Hart & Cooley, Hoffma 
Specialty Co., R. D. Kimball (Woolfolk Co.), Midwest Fi 
ters Co., Neptune Meter Co., Herman Nelson Corporatio: 
New York Steam Co., Oster Manufacturing Co., Para 
mount Oil Burner Co., Pyramid Iron Products Co., Peer 
less Unit Ventilator Co., Rathgeb Grate Co., Reed Engi 
neering Co., Ric-WiL Co., Ridge Tool Co., Serv-el Co 
Spray Engineering Co., Trimont Mfg. Co., United Stat 
Ozone Co., A. H. Wolf Gas Radiator Co., W. B. Wilde Co 


| Williams Oil-O-Matie Heating Corporation, Wolf & Mun 


ier, Wayne Tank & Pump Co., American Machine & Foun 
dry Co., Unishear Company and Simplex Oil Heater Co 


etc 


MANHATTAN ASSOCIATION EXHIBITS AT NEW YORK 
HOME SHOW 


The Manhattan Branch of the Master Plumbers’ Asso 
ciation of Greater New York had an educational exhibit 
on plumbing at the Own Your Home Exposition held in th: 
New Madison Square Garden, New York City, February 
20-27. 

The committee in charge of the educational plumbing 
exhibit for the Master Plumbers’ Association was com 
posed of David Deigan, chairman; Herbert Smith and 
William Wallis. The association showed four bathroom 
an obsolete bath of twenty-five years ago, and three mod- 
ern baths of different styles and costs. The booth was 
20x30 ft., and the exhibit arranged in such a way as to 
enable visitors to walk around, viewing the old equip 
ment as compared with the modern baths. Another fea 
ture was the erection of a cross-section of a bathroom wall 
showing the piping behind the walls of the modern bath- 
room. This special exhibit was constructed by the Cen- 
tral Foundry Co., and will be loaned for the Chicago Own 
Your Home Exposition to be held in March. 

The manufacturers who co-operated in the master 
plumbers’ exhibit were the Central Foundry Co., Thomas 
Maddocks’ Sons Co., the Republic Brass Co., Kohler Co., 
Chicago Faucet Co., the Speakman Co., the C. F. Church 
Mfg. Co., the Sloan Valve Co., Miami Cabinet Co., the 
Monument Pottery Co. and the Asbestile Manufacturing 
Co. The Associated Tile Manufacturers constructed the 
cross-section of the bathroom wall and the Ring & Rose 
Tile Co., was retained by the committee to install the floor 
and wall tile in the exhibits. The Manhattan Branch of 
the Master Plumbers’ Association set the exhibits. 

A series of daily lectures on the value of good plumb- 
ing and what it means to the house and the health and 
comfort of its occupants was given at the Own Your Home 
Exposition. 





Wrong Caption Is Used 
Attention is directed to an error in the EverHot Hea‘ 

Co.'s advertisement in the issue of February 20, showing 
portraits of the three judges in a window display contes! 
As received, the center picture carried the identifying 

tion of E. E. Ledbetter, general sales manager of the « 
pany. The portrait actually is that of John J. Vogelp 
past president, National Association of Master Plum! 
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Personal Mention 


George Cartwright, sales manager of S. S. Fretz, Jr., & 
Co., Philadelphia, has the sympathy of his many friends 
on account of the death of his mother, which occurred 
February 9th. 

Ss. C. Bloom, for six years vice-president and general 
manager of the Atmospheric Conditioning Corporation, of 





Philadelphia, since the recent merger of that company | 


with the Carrier Corporation, of Newark, N. J., has organ- 
ized a new company, operating under the name of S. C. 
Bloom & Co., of Chicago. 

H. D. Tuck, for a number of years with the Detroit 
office of Standard Sanitary Mfg. Co., has become associated 
with the Imperial Brass Mfg. Co., Chicago, as Detroit dis- 
trict sales agent for this company’s plumbing products. 
Mr. Tuck will have his headquarters at room 404, Mar- 
quette building, Detroit. 

Eugene Harrison, formerly with the McNab & Harlin 
Mfg. Co., New York City, has recently become a member 
of the sales force of the E. F. Howell Mfg. Co., Hacken- 
sack, N. J. He will cover Hackensack and vicinity. 

Patrick Howard, associated with M. Howard, manufac- 
turers’ agent of San Francisco, Calif., is calling on the 
trade in the southern part of the state. 


Frank J. Newton, Philadelphia manager for the U. S. 
Sanitary Manufacturing Co.; H. J. Kleinman, Central Tube 
Co. representative for Philadelphia, and Amos K. Raub, 
of the Raub Supply Co., Lancaster, Pa., are all at South- 
ern Pines, N. C., where they are enjoying golf. 

John A. Dutcher, vice-president and salesmanager of the 
Baltimore Valve Corporation, Baltimore, Md., and repre- 
senting the Kalamazoo Sanitary Mfg. Co., Kalamazoo, 
Michigan; Chas. A. Miller Co., Sturgis, Mich.; M. S. Little 
Mfg. Co., Hartford, Conn.; Casey-Hedges Co., Chattanooga, 
Tenn., has just completed a trip through his New England 
and New York state territory and is favorably impressed 
with business conditions in that district. He is well known 
throughout the territory and enjoys the acquaintanceship 
of most of the jobbers of plumbing supplies. 





Officers and members of the Omaha Chapter of the Plumbing 
and Henting Salesmen's Club.—Top picture, left to right: 8S. 
Pollock, vice-president; D. Chapman, director; L. B, Stine, 
president; J. Cason, director; H. F. Jansen, treasurer and 
secretary; G. W. Bergen, director, and G. J. Dougherty.— 
Lower picture: R. C. Gudath, C. W. Schultz, G. W. Artman, 
Patrick Hayes, J. J. O’Brien, R. H. Whitney and W. B. 
Blaufuss.—From “Domestic Engineering” Photographs, taken 
recently at Omaha, Nebr. 
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Practical 
Manual 


can understand it. 


A Few of the Many 
Things It Explains 


The Practical Manual explains all the funda- 
mental laws governing boiler and radiator heat. 
It begins with the chimney, an important item 
in the successful operation of a plant, and ex- 
plains all the elements that affect the draft. It 
gives various methods of figuring radiation; ex- 
plains what causes heat loss and how to deter- 
mine the amount of radiation to counteract this 
loss. 


It explains and illustrates in detail the construc- 
tion of boilers, showing the evolution of heating 
boilers. It explains the different effects ob- 
tained by using coal as fuel and how to figure 
the results to be obtained from a given boiler 
with a given quality of coal. 


It explains the heating value of various kinds of 
fuel. It contains a valuable chapter on radia- 
tors. Vapor heating systems are described in 
detail. The fundamental principles on which 
all vapor systems are based, are given. Vapor 
pump heating systems and Vapor-Vacuum Sys- 
tems are analyzed and described. 


The book is illustrated throughout. In some 
cases, in order to illustrate the subject, an entire 
layout of a house has been made. It states so 
simply the reason for each step and explains it 
so clearly that any steam-fitter or plumber can 
properly measure up a house for heating. It is 
the only complete book on vapor and vacuum 
heating. 


Price $3.00 Postpaid 


Published by 


Domestic Engineering 


BOOK DEPARTMENT 


1900 Prairie Ave., Chicago, Ill. 








Gives not only the details 
of the methods of con- 
struction, design and 
installation of heating 
systems, but also com- 
pletely explains the prin- 
ciples upon which they 
are based—so clearly 
that any heating man 
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W. J. Oberndorf, of the Oberndorf Manufacturing Co., 
Pittsburgh, Pa., is visiting in San Francisco, Calif. He is 
being entertained by Emile Heymans, local agent of the 
company 

R. E. Crane, president of the Eljer Co., Ford City, Pa 

spending the winter at his ranch at Los Gatos, Calif., 


near San Francisco. 


W. T. Fowler, formerly assistant manager of the Cali 


fornia Steam & Plumbing Supply Co., San Francisco, Calif., 


is now associated with the M. Stulsaft Co., in the sales 
department H. M. Holmes, formerly with the American 
Kadiator Co., has also joined the heating department of 
the Stulsaft Co 

D. Davis, of Stark-Davis Co., Portland, Ore., recently 
visited San Francisco, Calif., for several days He was 
entertained by M. W. Wuesthoff of the M. W. Wuesthoff 
Co 

C. W. Sisson has resigned as secretary for the Heating 
& Piping Contractors’ Association, Boston, Mass., an office 
he has held for the past nine years, and has become asso- 
ciated with the Illinois Engineering Co., Chicago. He will 
act as representative for the Boston territory, with of- 
fices at 65 Franklin street in that city. 

Leland Green, manufacturers’ representative in San 


Francisco, Calif., is calling on the trade in the southern 
part of the state and will be gone for six weeks 

W. H. Beatty, chief accountant of the 
Sanitary Mfg. Co., Pittsburgh, Pa., visiting 
Francisco, Calif., branch of the company. 


cost Standard 
the San 


He arrived re- 


is 


cently with M. E. Wangenheim, local manager, who has 
been visiting the main offices at Pittsburgh 

Harold Friesley, general manager of the M. Stulsaft Co., 
San Francisco, who has been visiting the trade in the 
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SNO-WITE Bathroom Trimmings 
are not only good-looking when 
they are installed, but you can as- 
sure your customers that they will 
stay that way for at least ten years. 
We positively guarantee that. 


American Enameled §@= 


CHICAGO 


ing Ost 
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Y 


northern part of California, is now in the southern 7 


of the state. 

W. H. Burt, purchasing agent for P. E. O’Hair & ¢ 
of San Francisco, Calif., is confined to a local hospital 
an illness which has not yet been diagnosed. 


James P. Rogers, president 


of Rogers-Ebert Co., well 
known plumbing and heating 
supply house of Orange, N. J., 
has just returned from a trip 
to the West Indies. While 
in Kingston, Jamaica, Mr. 


Rogers had his picture taken 
Mayor Richard J. Fitz 
Maurice the snap 


herewith. 


with 
of Orange, 
being reproduced 
T. M. Walsh, 
the trade in Eastern 
of the an- 
nounces his resignation from 


well known 
the 


country, 


to 


section 





the Burlington Brass Works, 

surlington, Wis., and his jas, Pp. Rogers and Mayor 
connection with the Keystone Richard Fitz Maurice 
Pottery Co., Trenton, N. J. 

Mr. Walsh will open an office for the pottery company in 
the Grand Central Terminal, New York City. 

Francis H. Love, manufacturers’ agent of New York 
City, moved into new quarters February 11. © He is now 
located at 247 Park avenue, where he will have a fine 
show room. 

Albert Altman, of Dimock & Fink, New York City, is 
in Havana on his honeymoon. Mr. Altman was married 
to Miss Anna Festle February 3. 





SNO-WITE Bathroom Trimmings 
are a profitable line to install in 
either old or new bathrooms. 
They will please your customers 
and net you an extra profit. Write 
for complete catalog—NOW. 


GUARANTEE 
te guaranteed for 


chip. change 
or deterior- 


Products Company 
ILLINOIS 
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J. L. Stulsaft, manufacturers’ representative of New | 


York City, was the guest of honor at a dinner recently 
given by the Far Western Travelers at the Hotel Pennsyl- 


vani The occasion marked the tenth anniversary of | 


Mr. Stulsaft’s arrival in New York from California. After 
the banquet, the honored guest was presented with a wrist 
watch by the society. 


New Trade Literature 


A Handy Ruler 

Greenwood Mfg. Co., of Detroit, Mich., is distributing a 
white celluloid ruler of convenient size. The ruler con- 
tains some publicity about Boosey’s iron drainage special- 
ties. 

Phoenix Brass Foundry’s Catalog ‘“‘B” 

Phoenix Brass Foundry, of Irvington, N. J., has issued 
its catalog “B” for 1926, listing brass fittings, ferrules, 
soldering nipples, vent nipples, wall and ceiling flanges, 
floor flanges, shower strainers, etc. 

Diehl Manufacturing Co.’s Circular 

The Diehl Manufacturing Gompany, of Elizabeth, N. J., 
has issued a circular giving views of its motors operating 
elevating platforms, air-washing equipment, etc., in a re- 
cently-opened theatre. 

M. W. Wuesthoff Co.'s Circular 

M. W. Wuesthoff Co., of San Francisco, Calif., has issued 
a circular calling attention to its white china trimmings 
for plumbing fixtures. The circular illustrates china over- 
rim spouts, top nozzles, swing spouts, tub fillers and sink 
fixtures. 

M. S. Little Manufacturing Co.’s Catalog 

M. S. Little Manufacturing Company, of Hartford, Conn., 
has just issued its 1926 catalog, consisting of 61 pages, 
7%x10% inches in size, printed on highly glazed paper, 
and bound in substantial black -cloth cover with gold 
lettering. The catalog contains many illustrations, with 
accompanying descriptions of tubular brass plumbing 
goods, indirect water heaters, heating specialties and brass 
and steel tubing products of the company’s manufacture. 
A full-page illustration of the company’s plant is also 
given. 

International Heater Co. Broadside Shows Guaranteed 

Radiation Loads 

The International Heater Co., Utica, N. Y., has issued 
a broadside recently announcing its new guaranteed radia- 
tion loads which its sectional, smokeless and round boil- 
ers, both steam and water, will carry. It lists opposite its 
different types and sizes of boilers the guaranteed radia- 
tion load in sq. ft. each boiler will carry, the catalog 
rating for convenience in comparing with other boilers of 
its own manufacture and the commercial rating, indi- 
cating the ratings based on tests made in accordance with 
the American Society of Heating and Ventilating Engi- 
neers Code for comparison with boiler ratings of other 
manufacturers who use this as their rating basis. 

Examination Charts for Steamfitters 

An examination outfit for steamfitters, by A. G. King, 
has just been published by Norman W. Henley Publishing 
Company, 2 West Forty-fifth street, New York City. The 
outfit consists of a series of five large charts containing 
humerous errors, which are to be detected and the method 
of correction stated by the student. A series of small 
charts with lesson instructions, and a set of examination 
questions and answers for each chart, comprise the outfit, 
Which is designed to be of service to schools, journeyman 


Steamfitters’ associations and examining boards. This ex- | 
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“CHICAGO’’ 
No. 2 


Power Pipe Thread- 
ing Machine 





For 
Production and Precision 
hreading 


PORTABLE 


Capacity )” to 2” Pi 
™ 44" to 144” Bolt 








FEATURING: 
Quick Die Change 
Automatic Die Fiead 
Three Speeds 
Perfected Oil Control 


> vNe 





Send for Catalog 


CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS., U.S. A. 


UNI 
PRIER 7 0 











We use 

extreme 
care in 
making 
rries 
Union 
Elbows 

Nickel plated all over, 
with polished connec- 
tions. Once installed they are good 
for a lifetime of service. 





Write for Folder D 


WALTER H. PRIER CO. 230 Ease Ohio Street 


Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 


pressure water supply 


Water Closets for every type or class of 
service 


Frost Proof Closets. Direct flush i, 
or after flushing. ce) 


Write for catalog. 


Philip Haas Co., Dayton, O. 
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A Heating System 
Worth Investigating 


The O-E Perfect Vapor-Vacuum- 
Pressure System combines efficiency 
of performance with simplicity of 
operation to » degree which is truly 
astounding. Let us tell you just how 
the O-E Return Line Elbow shown 
here and two other fittings form the 















Pat. Pend. 









finest heating system every devised. “O-E" Perfect 
Wt fr Ballin A” Bal Check Win 
with Adjustable 

O-E SPECIALTY MFG. CO. = Air Fens. 





10 Keefe Avenue 
Milwaukee, Wisc., U. S. A. 
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| amination outfit may be obtained from the pub _ hers 
for $6. 





A trong Bros. The “Leo Rule” of 30+10+5 
SOLID Under the above title the Leo Flush Valve (\ r 
PIPE DIES Inc., of New York City, has issued a pamphlet cor ng 





an article by Verner F. Davis, “Flush Valves and ter 
and Supply—a Simple Method of Determining =a 1ds 
STOCKS oi Water Consumption and Pipe Sizes with Chart to 
mine Same.” This article was published in the ‘‘Ar ! 
Improved Design—Cut Like Lathe Tools Architect,” January 20th, and presents a simple 
Backed off Chasers made of Alloy Steel for designing water supply systems where flush val re 
used. 


Write for Free Catalog 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U.S. A. 








Equipment 


Cooling System for Drinking Fountains 





















i AM) Wil DFE lh XS A new cooling system for drinking fountains } re 

AY yy) di " Wy cently been brought to the attention of this paper. The 

& \ {\ y} features of this drinking fountain are its insulation ita 

3 LA tion of the water, cleanliness and sanitation, and continu 
’ ous flow of palatabie water. It is claimed that 

HN lasts twice as long, due to the extra insulation: ¢t the 

Me ie li, L/W ANG A shee Y ' A water is more palatable than from other pipes, du: the 

ty, “<= ) | agitation of the water as it passes through the faucets. It 

pene rn = eetce As 9 \ is claimed that cleanliness is achieved, due to thé 1m 

{ the anchor bolt in about the sight N EY, eled surfaces inside, and other sanitary features. ‘Ther 

place. The E-Z adjustment wit 


-inch pipe takes care of both are various types to suit many different condition 


height and lateral variations. 











A New Soldering Tinning Compound 
HEALY-RUFF COMPANY \ : é 

990 Glenatin Aen A St. Paul, Minn {\\\\ Catalogs and other literature have come to hand re 
We “A big help to customers”’ (Wh cently describing a new patented cleaning, tinnine and 
kz ’ Y TAA OR ok AD) soldering compound. Accompanying the descriptiy ter 
w4 WTS AEE AMIR ANB) ature was a laboratory report on tests carried out wit! 
this product, which is described as non-acid, consisting of 
[ } a powder containing a combination of fluxes and metals 
It is claimed that all metal, except aluminum and low 


grade cast iron, whether rusty, corroded, greasy, painted 
or enameled, with no previous preparation whatever 
beyond the application of heat and the product d: bed 
can be permanently and effectively tinned. 

It is claimed that many metals and alloys hithert 





Riveted 
Riveted-Welded 












Welded dificult for effective tinning, can be permanently 

Sure-Tite and effectively tinned by this product. It is recommended 

(Copper-Brazed) by the manufacturers for various trades connects vitl 
the repair of etals, including the electrical and _ wir¢ 

WM. B. SCAIFE & SONS CO. less sainnies. he plumbing cy sheet metal workers 

_| ete. It is claimed that no expert knowledge is rejuired 

and so is useful to beginners who find soldering low 








and difficult process. 
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{ |} Conduit and Insulation for Underground Steam and Hot 
Water Lines 
| 
| 
} 








Manufacturers are continually striving for impro\vemen! 
in the insulation for underground and other ste ines 


UNCONDITIONALLY GUARANTEED 


| The result of one such effort is a wood st: i 

»ARROW > which serves as a conduit and insulation for und«! und 
steam and hot water lines. It is adapted for ir ating 
steam lines when heating garages with boiler n the 
residence or where scattered buildings of an i! tria 
plant are to be heated from one boiler plant, th bjec 
being to deliver the steam with a minimum of 
| transmission. 

This casing is made of selected lumber, whi: 
thoroughly kiln-dried, thereby taking out all trices 0 
moisture, then machined so that it is assemb! in 4 


PNEUMATIC—STORAGE—SPECIAL circular form, presenting a solid shell. The 


held together with a heavy galvanized wire. This rti 
Black or Galvanized and tenon on the 4-inch shell casing are 2 in¢ thick 


The Novelty Steam Boiler Works Compan ag | The outside of the casing is coated with a wat: fing 


9 d St. Baltimore, y , , 
a. = = _ and then rolled in sawdust to facilitate handli: 


rama 
AAZP= 




















S 
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Due to the fact that the wood is kiln-dried, the heat 
from the steam line does not in any way affect the tight- 
ness of the casing joints. It is claimed that the longi- 
tudinal seams, as well as the mortice and tenon joints will 
remain tight permanently. In this way outside moisture 


is excluded, which saves the casing, and a permanently | 


efficient insulation is said to be assured. The lengths | 


average between 5 and 8 ft. The wood being unusually 
light due to the kiln-drying, a section can be easily handled 
eo that installation can be made quickly. 


A New Unit Heater 

Unit heaters of various types, in which motor driven 
fans deliver air to a heating coil and distribute the heated 
air into the space to be heated, are being placed upon the 
market. One type of such device is shown in the illustra- 
tion. This unit weighs 125 pounds complete with motor 
and fan. Although 
this heater may be at- 
tached without diffi- 
culty, and to any part 
of a building, the rec- 
ommended installa- 
tion, by virtue of its 
light weight, is sim- 
ply to suspend it from 
a steam line by means 
of a length of pipe 
and the union as 
shown in the illustra- 
tion. No other sup- 
port is needed — no 
brackets, braces or 
structural work. In 
this way valuable 
space is conserved for 
other purposes. 


The heated air 
stream can be di- 
rected vertically or 
horizontally after the 
heater is installed—-towards a machine, a bench, a win- 
dow, a door or wherever desired to suit the heating re- 
quirements. This is done by turning the heater on the 
union connection, or by adjustable deflectors for vertical 
control of the heated air stream. 

The heater consists of three major parts, the condenser, 
assembly, the manifold and frame assembly and the motor 
and fan assembly. The steam condenser is of patented 
construction made by a special process from copper and 
other materials. It is claimed that this construction pro- 
vides not only for heat transfer in accordance with the 
principles of thermodynamics, but also provides for free 
contraction and expansion. It is claimed by the makers 
that the condenser will not leak, rust or corrode. 





In installing this unit, heater brackets, braces and struc- 
tural work are entirely eliminated. Two men with a pipe 
wrench can make the connection. This heater is rated 
at 165,000 B.t.u. per hour with 5-pound steam pressure 
and a room temperature of 68 degrees F. Approximately 


2,000 cubic feet of air pass through the heater per minute, 
which is distributed over a wide area instead of being 
concentrated in the immediate vicinity. The unit can be 
easily added where necessary and may be used as supple- 


mentary equipment to hot water and steam heating sys- 
tems that are inadequate. They are recommended for 
textile mills, power houses, flour mills, bottling works, 
bakeries, creameries, automobile salesrooms, motion pic- 
ture theatres, garages and service stations, machine shops, 
printing plants, warehouses, stores and auditoriums. 
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No. 202 
Hot Water 
Radiator 
Valve 
Angle Pattern 
with Union 


Free from Sticking 


UR No. 202 Hot Water Radiator 

Valve was developed in response to 
the demand for a valve which would not 
stick. It is so designed that the half-turn 
of the handle, which opens or closes the 
valve, also pushes the shell up or down, 
making sticking impossible. 


The operating parts are all made of brass 
rod and castings, the shell and stem being 
cast in one piece. The packing consists 
of an asbestos ring having a metal insert. 


Additional strength has been secured at 
an important point by the use of a forged 
tail nut, instead of the usual casting, thus 
eliminating the trouble so frequently 
caused by the old style nut cracking and 
breaking. 


This is a patented valve which we con- 
fidently recommend as being satisfactory 
in every respect. Your jobber can 
supply you. 


Commonwealth Brass Corporation 
DETROIT “* 


COMMONWEALTH 


FAY BUILN 


| 
} 
4 


diator Va 
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February 24, 1906 
A plumbing trade school will be established in New 
Orleans, La., to be operated under the auspices of the 


Master Plumbers’ Association. It will open within forty 
The entire amount of money necessary to 


the 


or sixty days 
the 
master plumbers of New. Orleans. 


- ——1906 — 
The fifteenth annual convention of the Ohio State Asso- 


operate school has already been subscribed by 


ciation of Master Plumbers convened at the Auditorium, 
Cincinnati, on February 20 and 21. A. C. Eynon, of 
Canton, was elected president for the ensuing year, to 
succeed William FE. Girkins, retiring president. 
1906 ae 
Thomas Kelly, president of Thos. Kelly & Bros., Chi- 
cago, has been touring the Florida winter resorts, being 
last heard from at Tampa. 
——1906 ——- 
The mid-winter stag party of the Chicago Master Plumb- 
ers’ Association was gtven m the association rooms in the 


Schiller building Saturday 


200 members and invited guests being in attendance. 


on evening, February 17, about 


1906 
At the last meeting of the Detroit Association of Master 








Where fine appear- 
ance is desired 


it pays to specify Jenkins Bronze 
Valves with bronze wheels. These 
good-looking valves are in keeping 
with the finest plumbing. | 
They are supplied as follows: 
No. 1, Rough body, finished trim- 
ming. 
No. 2, Finished all over. 
No. 3, Rough body, nickel plated 
trimming. 
No. 4, Rough body, nickel plated 
all over. 
No. 5, Finished and nickel plated 
all over. 
In addition to their fine appearance, | 
these valves are typically Jenkins, 
and made for the maximum service, 
not merely the average. 


JENKINS BROS. 


80 White Street New York, N. Y. 
524 Atlantic Avenue Boston, Mass. 
133 No. Seventh Street Philadelphia, Pa. 
646 Washington Boulevard Chicago, Il. 


JENKINS BROS., LIMITED 
Montreal, Canada London, England | 





Screwed 


Fig. 310 
Jenkins Standard 
Bronze Globe Valoe 


With Bronze Wheei 





Always marked with the” Diamond” 


alves | 


SINCE 1864 
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Plumbers the delegates to the annual state conve:.tion ty 
be held at Bay City, were elected. Detroit, on account of 
the large increase in membership during the p: year 
is entitled to twenty-nine representatives. 

_ - 1906 
The Master Plumbers’ Association of Boston anc Vicip. 
ity gave its twenty-fourth annual ball at Berkel hall 
3oston, on February 14th. An excellent orchestra fur. 
nished music for the occasion and an elaborate supper 
was served. John J. Vogel was chairman of th enter 
tainment committee. 
_ 1906 
At the annual meeting of the Master Plumbers’ Ass tion 
of New York City held on February 12, I. J. Brown was 
elected president for the ensuing year. 
_ — 1906——— 
The eleventh annual banquet of the Master Plumbers 


Association of Newark, N. J., held on Wednesday evening 
February 14th, at Achtel-Stetter’s, 
cessful affair. Under the caption of ‘‘Specifications, Plans 
Filed and Board of Health Charges Paid,’’ the committee 
had provided a well-selected menu, liberally interspersed 
with orchestral selections, songs and monologs. 


was an eminently suc- 


(mong 
the speakers were George S. Aldous, of Passaic, Samuel 
F. Wilson and H. F. Baillet, of Newark. 


CC 





was held at the recent meeting of the 
Greater New York Master Plumbers. 


Election of officers 
Bronx Branch of the 
Stephen H. Welch was elected president. 
——-1906— 

One of the leading articles in this issue of “Domestic 
Engineering’ was entitled, ‘““The Key to the Pure Water 
‘ Thomas S. Ainge, and dealt with the subject 
of pollution of streams. Another article, by Chas. H. Ben- 
jamin, was on “Smoke and its abatement.”’ 





System,” by 


Heat for the 
modern dwelling 
as furnished by 


YLQRK 


(REGISTERED) 


HEATERS 


is a constant topic of 
home owners. It is 
what they have always 
wanted — heat that is 
easily controlled—and 
plenty of it—obtained 
with utmost economy, 
and with a minimum 
of personal effort. 
——_— 


YORK HEATERS will please your clients. 
Booklet Mailed on Request. 








ABENDROTH BROTHERS 


Makers of heating appliances since 1840 
PORT CHESTER - - - NEW YORK 
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WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








PHILADELPHIA SUBURBAN ASSOCIATION HOLDS 
ANNUAL BANQUET 


The fourth annual banquet of the Philadelphia Subur 
ban Master Plumbers’ Association held February 10th, 
1926 at Highland Park, Pa., was a great success and a 
fine tribute to the committee who handled the affair. It 
was held during one of the worst snow storms Phila- 
de!phia has had in the past 25 years. The membership of 
this association is 67 and they are a live wire crowd. When 
475 people turn out to an affair under such weather condi- 
tions it shows great association spirit. 

The banquet was opened after a short address by David 
Sanderson, treasurer, in which he welcomed all the master 
plumbers, supply men and guests. A very fine dinner 
was set before all, the orchestra played and several songs 
were rendered. After the supper was nearly over, Bath- 
A-Day Balloons were distributed and they contributed a 
great deal toward the fun. 

Mr. Sanderson then called for order and introduced 
R. McKim, of the Delaware County Bar, who gave a very 
interesting talk regarding plumbers and how people were 
regarding them in a different light, and remarked about 
the Bath-A-Day slogan and what value it had regarding 
sanitation and the work it could bring the plumbers. He 
also spoke of efficiency, and giving a man a good job at a 
right price, urging all to be sure and read over all con- 
tracts they may make so as not to be caught through 
errors on their part. 

D. F. Durkin, past president of the National Association 
of Master Plumbers, was then called on and gave an ad- 
dress of welcome to all, complimenting the members for 
their wonderful spirit and the progress they were making 


Wilson 
the front, and presented with gold watch charms with 


Mr. Sanderson and A. C were then called to 
the insignia of the Philadelphia Suburban Master Plumb 
ers’ Association on one side, and their name on the 
other, in appreciation of the wonderful lovalty and service 
they have rendered the association 

Several popular songs were ung by the entire crowd 
and the tables were cleared away for dancing This con 
tinued till 1 a. m. when the fourth annual banquet came to 
a close, and everyone expressed the highest praise for the 
members for its success. 

EK. N. Sharp, president, made the presentation spees 


and he also spoke a word of welcome to all present 


H. FE. LONGLEY GUEST OF PHILADELPHIA 
ASSOCTATION 
Henry E. Longley, president of the National Association 
of Master Plumbers, was the guest of the Board of Dire¢ 
tors of the Philadelphia Master Plumbers’ A 
a dinner held at the Bellevue Stratford Hotel, Philadelphia, 


oclation at 
on Wednesday evening, February 3 

John E. Quinn, president of the Philadelphia Associa 
tion, and his board of directors, beside giving the dinner 
in honor of the national president, had arranged for him 
to meet some of the representative jobber of plumbing 
supplies in the Philadelphia district and talk over con 
ditions in the industry, and ways and means of improving 
these conditions With this in mind, invitations had been 
issued to many wholesalers, the following representatives 
being present: 
sorton of Haines, Jones & Cadbury Co 


Walter Walls of 


J. Harvey 


George Wobensmith of Bridgman Co 





The fourth annual banquet of the Philadelphia Suburban Master Plumbers’ Association, held February 10 at Highland Park, Pa. 


du I 
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Walls, 


Tomlinson Co., 


Owen & Stambach Co.; A. A. Tomlinson of The 
and Richard Wanger of Woodward-Wanger 
tically all of these participated 


in the discussion which took place, and, while no definite 


Co Prac representatives 


conclusions were made, it was felt that the wholesalers 
and master plumbers understand each other’s problems 
better 

tseside Mr. Quinn, the master plumbers were repre 
sented by William Boal, George Moeller, Robert H. Pflug- 


Felder, Harry Stillwell, Manny Feeney, William Ambrose, 
H. Asquith, Harry Kettlewell, Robert Weir, John Bauman, 
E. Mackay, George Uber and E. F. Roberts. 


CAMDEN ASSOCIATION HOLDS ANNUAL BANQUET 


On Tuesday evening, February 16th, the Camden Mas 
ter Plumbers’ Association held its annual banquet at the 
Walt Whitman Hotel, Camden, N. J. During the dinner 


entertainment 
and the 
mestic Engineering”’ 


was furnished by an excellent orchestra, 
itself by inflating ‘‘Do- 
jath-a-day balloons and tossing them 
around the banguet room. 

William J. Boud, of Gloucester City, N. J., acted as 
master of ceremonies, following the intro- 
duced City Commissioner Sherwood, head of the highway 
department, who spoke of the progress the plumbing and 
heating trade is making in Camden. 
that during his three years of office he had never experi- 
trouble 
rules 


crowd further enjoyed 


and dinner 


Mr. Sherwood said 


members violating any of 
that all the trouble he has 
non-members. Dr. A. L. head 
of the health department of Camden, spoke briefly on the 
Dr. 
Stone pointed out the fact that the plumbing department 
in Camden is now a part of the health department instead 


enced with association 
the 


had has 


or regulations and 


been with Stone, 


importance of modern plumbing as a health measure. 


of being included in the building department as formerly 
the Dr. Stone’s talk the floor was 
cleared for dancing and everybody present joined in mak- 
ing it one of the 


was case. Following 
most enjoyable parties that the associa- 
tion has ever staged. 


It is 


schools 


probable that plumbing apprenticeship training 


established in connection 
Haverhill, Mass., 
a week devoted to the work. 


will be with the public 
starting next Fall, with 
Haverhill and 


very enthusiastic over the 


school system at 
two evenings 


neighboring communities are 


outlook and much progress is being made with those in 


charge of the educational work 
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NEWARK ASSOCIATION HOLDS LADIES’ NIGHT 
Master plumbers of Newark, N. J., have two big vents 

a year to which they all look forward. One is the big 
annual stag outing. The other one is of interest to the 
masters’ wives as well, for it is the annual ladies’ night 


of the association, always held at Achtel Stetter’s Restay. 
rant, and always a success. The affair held Thursda 
llth, was no 
over 400 master plumbers, 


eve- 
exception to the rule, for 
their wives and sweeth« 


ning, February 


arts, 
supply men and salesmen and other guests sat down to a 


good dinner in a festive atmosphere. 


It took a long table to provide room for all the 
taries who 


ligni- 
1ests’ 
wives were placed at a separate table. First was Samuel 
F. Wilson, past national president, chairman of the enter- 
tainment committee, and toastmaster. Then there was 
William G. Bergner, secretary-manager of the National 


attended, even though these honored ¢ 


Trade Extension Bureau, and William J. Woolley, his 
predecessor. There was State President John J. Corcoran 
of Jersey City, and Past State President Joseph Durr of 
Montclair. There was Fred Engelberger, president of the 
Newark Association, and there was Commissioner John 
Howe. Last, but not least, was A. Selden Walker, past 


national president, who was presented with a button on 
behalf of the national association by Toastmaster Wilson 

The hall was tastefully and colorfully decorated 
balloons by W. V. Egbert and Co., and every kind of a 
noise making device known was to be found on the tables. 
When the gay paper caps were donned, Ernie Crickett’s 
orchestra started, and the noise makers were in full blast, 
there was no doubt of the festivity of the occasion. 

With dinner over, the speechmakers were called on. To 
begin with, Toastmaster Wilson introduced President En- 
gelberger, who made about the shortest speech on record 
Then came President Corcoran who announced the 
of the state convention, to be held in Camden, May 17-19, 
and urged the masters to write their assemblymen, asking 
passage of the small claims court bill now before the legis- 
lature. 

Commissioner Howe told how glad he was to attend, and 
reminisced over the 1925 affair, and then came Mr. Wool- 
ley’s chance. He reminded the crowd that he had attended 
their Ladies’ Night six years ago, and repeated a story told 
by him at that time. After he had lauded Mr. Bergner, 
that gentleman was called upon. He spoke briefly on 
the National Trade Extension Bureau and what it is trying 


with 


dates 


The annual Ladies’ Night of the Master Plumbers’ Association of Newark, N. J., held February 11. 
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A group of ladies attending the recent convention of the Ohio Master Plumbers’ Association at Dayton. 


to do, then told of his joy at being able to attend a func- 
tion of which he had heard so much. 

Edward J. Bredehoft, vice-president of the National As 
sociation of Plumbing and Heating Salesmen, was called 
from the floor to tell the masters about his organization, 
after Mr. Wilson had lauded the results of the salesmen’s 
body to date. Then came the presentation to Mr. Walker, 
and a brief word from Past President Durr. Amzi Berla, 
vacationing in the South, had not forgotten the Associa- 
tion of which he is a prominent member, and a wire from 
him was read. 

The dinner was over! 
ment was yet to come. When the dancers tired, there was 
a variety of entertainment, which ranged from the youth- 
ful Clever Kids to the snappy clogging of a pair of dusky 
soft shoe dancers. 


But the dancing and entertain- 


Chairman Wilson’s entertainment committee included 
A. Taaffe, E. Sternkoff, F. Miller, J. Sheridan, A. Struer- 
ing, J. Miner, J. Palmer and Fred Engelberger. 


PITTSBURGH ASSOCIATION HOLDS ANNUAL DINNER 
MEETING 

On Monday evening, February 8, the Master Plumbers’ 
Association of Pittsburgh, Pa., held its annual dinner 
meeting at the Fort Pitt hotel in that city. Preceding 
the dinner the following officers were elected for the en- 
suing year: President, M. Snively; first vice-president, C. 
A. Hafer; second vice-president, James G. Werner; treas- 
urer, W. A. Fritsch; member of executive committee, John 
P. Moss; sergeant-at-arms, John H. Clark. 

Following the dinner, John Graham, retiring president 
of the association and director of the National Association 
of Master Plumbers, was presented with a gold watch and 
chain in appreciation of the services he has rendered the 
Pittsburgh association. The presentation speech was 
made by Charles A. Waldschmidt, newly appointed city 
solicitor of Pittsburgh and also solicitor for the Pitts- 
burgh Master Plumbers’ Association. The gift was an 
agreeable surprise to Mr. Graham, who responded with a 
few well chosen words of thanks. 

Short talks were made by each of the newly elected 
officers who pledged the members their full support and 
co-operation during their administration. The sixty mem- 
bers present were entertained with musical selections by 
several well known artists. 








A recent meeting of the master plumbers of Appleton, 
Wis., at the Hotel Conway, was addressed by Herbert 
Heilig, director of the vocational school in that city. He 
spoke on the ‘“‘Training of Plumbing Apprentices at the 
Vocational School.” 


Women’s Auxiliaries 


Kansas City, Mo., Auxiliary Re-elects Officers 
and Holds Annual Dance 
The Women’s Auxiliary to the Master Plumbers’ Asso 
ciation of Kansas City, Mo., met on February 11th at th 
Charlotta M. Howell The 


showed its appreciation of the leadership of it 


home of Mrs auxiliary 
officer 
during the past year by re-electing the entire number, a 
follows: President, Mrs. Charlotta M 
president, Mrs. J. E. Gornall; second vice-president, Mrs 
H. W. Pardee; Nottberg; 
recording secretary, Mrs. James Cunningham; correspond 
Henderson; as 
Dickey; 
C. Knox, and sergeant-at-arms, Mrs. H. G. Hayes 


Howell; first vice 
third vice-president, Mrs. Wm 
istant correspond 


William 
An in 


ing secretary, Mrs. I. E 
ing secretary, Mrs. C. R treasurer, Mrs 
teresting feature at this meeting was the report on the 
auxiliary’s annual bazaar, on which $195 was cleared. 
A delightful luncheon was served by the hostesses in 
charge. 

The annual card party and dance was held February 
12th at Drexel Hall 
members and guests enjoyed dancing to the excellent 
music furnished, and there were twenty tables of card 
players. The affair was a great success and those, who 
had expended time and energy to make it so, felt well re- 


paid for their efforts. 


A large and enthusiastic number of 


Portland Auxiliary Elects Officers 

Mrs. Theodore Roy was elected president of the 
Women’s Auxiliary to the Master Plumbers’ Association, 
Portland, Ore., at the annual meeting February 9th. Mrs. 
Roy succeeds Mrs. Charles Fullman who so ably conducted 
the activities of the organization in connection with the 
national convention last year. 

The election was held in H. T. Sherriff’s office in the 
Multnomah hotel. 

Mrs. Steve Pollitt was elected secretary, Mrs. J. R 
Widmer, vice-president and Mrs. Ernest Ruedy, treasurer. 

At this meeting it was decided to have the next luncheon 
at the home of Mrs. I. Block, 625 East 54th street, North, 
on Wednesday, February 17th. 

Later in the evening the ladies adjourned to the hall, 
where the master plumbers had concluded their initiation 
ceremonies, and enjoyed with their husbands the social 
hour which followed. 


The plumbing and heating establishment of A. H. Koett 
ner Sons & Co., Audubon, N. J., was destroyed by fire on 
February 11. The firm is one of the largest in the southern 
part of New Jersey. The loss, which is estimated at 
$100,000, was covered by insurance. 
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‘They Keep a-Running’’ 








14 Horse Power Century Repulsion-start 
Induction Single-phase Motor 


Temperature Rise 
Not more than 40° Centigrade 


Under normal operating conditions, the 
temperature rise in Century Repulsion- 
start Induction Single-phase Motors, at 
continuous full load, is not more than 40 
Centigrade, due to 


1. 


2. 
3. 


The liberal use of 
other materials, 


steel, copper and 


A frame especially favorable to good 
ventilation 


The pyramidal type of field coil wind 
ings permits of free passage of air 
through the coil ends. 


Because of their marked ‘Keep a-Running”’ abil- 
ity, under the most severe climatic conditions, they 
are widely used for operating such apparatus as 
pumps, compressors, refrigerating machines, 
crushers, etc., frequently automatically or remotely 
controlled 


Due to the use of the Century Wool-yarn System of 
Lubrication in fractional horse-power motors, which 
assures at least a full year of operation without re- 
oiling, these motors are extremely popular for house- 
hold refrigerating machines, oil burners and other 
generally neglected installations. 


Century Repulsion-start Induction Single-phase 
Motors are built in all standard sizes from | to 
4) horse power. They will at least meet all test 
specifications of the A. I. E. E. and Electric Power 
Club. 


Century Electric Company 
1806 Pine St. St. Louis, Mo. 


29 Stock Points in the United States 
and More Than 50 Outside Thereof 





Y% to 40 H. P. | 
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A. S. H. V. E. RESEARCH LABORATORY PROGR \M 


The Research Laboratory of the American Societ of 
Heating and Ventilating Engineers, under the dire: ‘tion 
of F. C. Houghten and in co-operation with the | §, 


Bureau of Mines, is a unique institution, supported 


rin- 
cipally as it is by the members of the society. 

Subjects for investigation may be submitted by any ne, 
to the subjects committee, of which Samuel R. Lewis. 407 


South Dearborn street, Chicago, is chairman. 

This committee reports to the main research commi tee, 
Subjects, if approved, are referred to engineering advisory 
committees, composed of specialists in each phase of engi- 


neering, for elaboration, before going to the laboratory 


for tests 
Several universities are collaborating with the research 


bureau in making tests. The following subjects are now 


under investigation: 
Physiological reactions of human beings under various 
atmospheric conditions; this involves years of work and 
ventilation and heating 
Critical velocities of liquids and gases; 


of fundamental value in 
this research is 
exceedingly valuable in determining pipe and duct sizes, 
as well as air valve and trap orifices. 


Determination of relative efficiencies of water-type di- 


rect radiators and steam-type direct radiators, when used 
for steam or vapor heating. 
temarkable improvements are developing along the 


lines of a more intelligent basis for rating radiators, and 


for arranging them so as to promote lower ceiling jri- 
peratures 

Tests are infiltration through actual 
walls and for leakage through and around actual windows 
The far 


revision 


being made for 


indicates necessity for 


infiltration 


information so obtained, 


upward of present allowances. 


Heat loss through building materials; a long series of 


experiments were required to develop a_ satisfactory 


means of measuring this. The technique has been worked 


out and tests can now be made accurately and quite 


rapidly. 
There are seven new subjects ready to be considered, 
as well as many subjects subsidiary to the five general 
investigations outlined It is hoped that some research 
introduction 


windows. 


on ventilation by cold air may be possible, 


especially as by open 


Suggestions for subjects subjects 


the 
acknowledged and 


are invited by 


committee, and these will be given 
careful consideration. 
ALLENTOWN MASTER PLUMBERS TO HOLD 
GET-TOGETHER MEETING 

The second annual get-together meeting and banquet of 
all registered master plumbers of Allentown, Pa., and its 
suburbs, will be held Thursday evening, March 11, at the 
135 North in that city, 
There will be prizes and entertainment as well 
as the more material attractions of food. All reservations 
should be made through Plumbing Inspector Charl: H. 
Kramer not later than March 4. 


Eagles Roof Garden, Sixth street, 


at 8 p. m. 


A. S. H. V. E. ANNOUNCES MEETING DATES 


The semi-annual meeting of the American Society of 
Heating & Ventilating Engineers will be held at Lexing- 
ton, Ky., May 26-28, inclusive. The annual business mecet- 


ing is scheduled for St. Louis, Mo., next year, the dates 
being January 26-28, inclusive. 

Vv. W. Lowden, New Haven, Conn., has been awarded 
the the new community 
the Hill World War Memorial association in that 


plumbing contract on hou for 
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PORTLAND ASSOCIATION HOLDS ELECTION AND 
INITIATION 

David L. Williams, of 
firm of Williams & 
Portland, Ore., was 
president of the Master 
Plumbers’ Association of that 
city at the annual meeting 
held in the Builders Ex- 
change, February 2. H. H. 
Colliver, of Smythe, Warren 
& Colliver, was elected vice- 
president; H. X. Brown was 
re-elected financial secretary; 
T. J. Rowe 
cording secretary, and J. R. 
Widmer was re-elected treas- 
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the | 
Gibson, | 
elected | 


was re-elected re- 


urer. 
The executive committee to 
David L. Williams ; 2 | 
act during the ensuing year 
will consist of H. H. Colliver, ex-officio chairman; C. J. 
Kelly, Al Rushlight, George W. Kendall, Steve Pollitt, 


Rart D. Coffey, Fred W. DeTemple, Edward P. Murphy, 
J.R. Widmer, L. A. Beard and T. J. Rowe, ex-officio secre- 
tary 

At the close of the election the incoming president made 
a short talk during which he jokingly said he had as yet 
no plans for the year’s program except that he hoped to 
succeed in having the other officers and members of com- 


mittees do the work. 

A committee to arrange for installation of the officers 
a week Steve Pollitt, with Bart D. 
Coffey and Jay Fox the other members. This installation 
was held in a conference room of the Multnomah hotel on 
February 9th. 

At this ceremony the retiring president, C. J. Kelly, 
administered the oath of office to the incoming officers. 
At the close of the ceremony Bart D. Coffey, on behalf of 
the association, presented Mr. Kelly with a handsome gold 
watch in appreciation of his two years of service as pres- 
ident of the organization. During his last year of office, 
Mr. Kelly with the aid of the membership, prepared for 
and entertained the national convention. 

A program of music and addresses followed the presen- 
tation. Del Finnigan, city plumbing inspector, spoke on 
the necessity for further elimination of bad plumbing, 
calling attention to the fact that only recently he had 
traced four cases of diphtheria and two of typhoid directly 
to poor or worn-out plumbing installations. 

H. E. Plummer, city building inspector, pleased the 
audience with a baritone solo. The police. quartet ren- 
dered several vocal numbers and Genevieve Clancy Dunbar 
sang, accompanied by Mrs. Jay Fox. More than seventy- 
five were present and partook of a buffet luncheon at the 
close 


later was headed by 


TALKS TO WISCONSIN PLUMBING & HEATING 
CONTRACTORS 


A series of conferences has been held in the Fox River 


Valley, Wis., by A. W. Wolfgang, representative of the 
National Extension Bureau. Meetings were 
Fond du and 
tended not only by the plumbing and heating men of those 
cities but also of the surrounding cities, such as Neenah, 
Menasha, and Kaukauna. 
apprenticeship question and also told of the work the 
National Trade Extension Bureau is doing. Walter Simon, 
of the Wisconsin Industrial Commission, was a guest at 


the meeting held in Fond du Lac. 


Trade 


In Oshkosh, Lac, 


a 


Appleton, and were at- | 


Mr. Wolfgang discussed the | 
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Fig. 118 
No. &—%-4tnch Compound In- 
jector. Patented in U.8., Canada 
and Foreign Countries. 











solves the hard water problem in a way that means ready sales 
and real money for you. Also eliminates trouble from lime and 
other encrusting minerals in heater coils, and water backs. Has 
proven its efficiency on every type of installation. Write for 
full details—NOW. 


Compound Injector and Specialty Co. 


419-421 D N. Laramle Ave. Chicago, Ill., U. S. A. | 
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INSIDE 
FACTS 


are vital regarding 
the purchase of a 


HOT WATER 


SUPPLY 
HEATER 


There are many superior 
features to a 





—essentials which favor Long Life, an Excess of 
Hot Water with a Low Fuel Consumption and 
Little Attention. It Feeds Automatically. 

Let us refer you to nearby installations in Restdences, Apart 
ments, Hotels, Hospitals, Barber Shops, Schools, Greenhouses, 


Garages, etc., requiring heating capacities of 200 to 1250 
square feet, or hot water service requiring from 40 to 1400 


gallons per hour. 
Prices and details on request. 


S. WILKS MANUFACTURING COMPANY 


3521 Shields Avenue a8 CHICAGO, ILL 
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ZONE CLUBS BEING ORGANIZED IN SEATTLE, WASH. 

To augment the work of the Heating & Sanitary Engi 
neers’ Association and to insure closer co-operation and 
better understanding between its members, master plumb- 
ers engineers now affiliated with the big 
association have formed zone clubs to carry out the ideas 
the parent These clubs, there 
are four functioning at the present time in Seattle, Wash., 


and heating 


stressed by association. 


meet weekly at a noon luncheon in the zone at which 
time affairs pertinent to that particular zone are discussed 
and acted upon. 

The zone clubs and their active heads organized to date 


follow: University district, Edwin James, of the Edwin 
James Plumbing Co., chairman; Rainier Valley, O. E 
Hawkins, Genesee Plumbing Co., chairman; West Seattle, 
Wm. Deatherage, Deatherage Plumbing Co., chairman; 


Capitol Hill, Bert Ellinger, Capitol Hill Plumbing & Heat- 
ing Co., chairman. 

The master plumbers in the Ballard, Green Lake and 
Queen Anne Hill districts, it is stated, will join the zone 
club ranks shortly. 

WILL MEET IN CAMDEN, N. J., IN MAY 

The New Jersey State Association of Master Plumbers 
will hold its annual convention in Camden, N. J., May 17, 
18 and 19, according to an announcement by State Presi- 
dent John J. Corcoran, of Jersey City. The sessions will 
be held in the new convention hall at Camden, just com- 
pleted. Headquarters have not as yet been selected. While 
the committee would have liked to have waited until after 
the opening of the majestic new bridge over the Delaware 
River to Philadelphia in the early part of June, the only 
dates that could be secured during that month conflicted 
with the National convention in Louisville, Ky 
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Toilet Seats 
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» 

are just what their nameimplies. Made 
from selected woods, including genuine = 
American Walnut by the V-Lock, - 
Double Doweled method of construc- a 


tion. They can be safely installed on 
your most important jobs. The “Built- 
Well” Catalog showing all styles and 
finishes gladly mailed upon request. 


Built Well NGG. Co. 


1458 West Kinzie Street 
CHICAGO 





pay oye yd from The Built-Well 
your jobber and be con- . 
inl that “Built-Well” V-Lock Joint 


Seats are better seats. 








Patented 


Sectional view of 
joint, turned up 
side downto 
show how dowels 
are inserted from 
bottom. Mois- 
ture only makes 
them tighter. 
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At the annual convention of the Nebraska Retail Plumbers’ 
Association, held recently in Omaha, Nebr.—Top row, left to 
right: F. F. Dedds, Kansas City, Mo., manager, 
Radiator Co.; Mrs. M. B. Shean, wife of the Omaha manager 
of American Radiator Co., and H. Gildersleve, Humphrey Co. 
Kalamazoo, Mich.—Insert at left: W. J. Hebenstreet, of 
Blake Specialty Co., Rock Island, Ill.—Lower 
Ruchte and W. R. Davis, of Kohler Co.; T. Tucker, 
Picher Lend Co.; R. G. Feusch, EverHot Heater Co., and John 
Sullivan, manufacturers’ representative. 


Amertean 


row: Cc. 0. 
Fagle- 


SAN JOSE MASTER PLUMBERS MEET 

Jose, Calif., get-together 
meeting at the Italian hotel in that city on February 16. 
The meeting was sponsored by the Master Plumbers’ Assgo- 
ciation, and every master plumber in the city regardless 
of affiliation was invited. P. E. Walters, secretary of the 
association, was in charge of the arrangements. 


San master plumbers held a 


Pressed Steel 
RADIATOR - 


M © 
Adjustable 


) HANGERS| 





Pay For 
Themselves 


The time and labor saved 
on every job by MOORE 
Radiator Hangers make 
their use a real economy. 
Made of pressed  stee 
throughout, they will safe- 
ly carry the heaviest type 
of nae wonll while their 
wide range of adjustment 

5 inches vertically and‘2'4 
inches horizontally —makes 
light work of the toughest 
job. There are seven diffcr- 
ent models, suitable for 
every kind of radiation. 





ASK YOUR 
JOBBER 






















CARTY & MOORE ENGINEERING CO. Inc. 


611 W. Larned St., Detroit, Mich. 
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LADIES TO BE WELL ENTERTAINED AT INDIANA 
CONVENTION 


The Standard 
Home Unit 


The Model B 


220 Gal. per Hour 


Wives, sisters and daughters of master plumbers will be 


ntertained at the annual convention of the Indiana 


well 
Society of Sanitary Engineers, March 8, 9 and 10 at $ Ooo 
Lafayette, as is evidenced by the following program that 

ERR NREEIE 


the ladies of the auxiliary have arranged: 









* Monday List, f.0.b. Indianapolis 
Monday morning—Registration at the Fowler Hotel 
1:30 p.m.—Convene in Convention Hall, third floor of 
| the hotel. 
3.00 p.m.—Card party for ladies. 
8:00 p.m.—Reception and Dance, Fowler Hotel Ball- 
room. 
Tuesday 
9:00 a.m.—Automobile Trip for ladies. | ’ 
2 i . . rae . Ini @ P . | 
11:30 a.m. Luncheon Purdue Union building. i ompare them! 
12:30 p. m.—Official photograph. } 
ers’ 1:00 p.m.—Purdue University inspection tour. Test the performance of a Gurley Automatic Water System, 
t to 9° : — with its positive seal rotary pump that can lift water 30 
ican 2.30 p. m.—Special picture show for ladies. feet. Then compare Gurley prices and performance with 
ae 6:30 p.m.—Banquet and entertainment. any others. You’ll see why every good plumber who has 
Co., 8:30 p. m.—Ball and entertainment. tried is making money selling Gurley Systems. 
= Wednesday Murdock Jr. - - - - $ 75.00 
is 10:00 a. m.—Annual meeting of the Ladies’ Auxiliary. Coane 875 qeiiens gee Sear) 
9: () — iegs— P Model B - = = = = $100.00 
ohn 12:00 no. Luncheon for ladies—Lafayette Club. + A NO 
2:00 p.m.—Shopping tour for ladies. 
), oe ModelC - - - - = $125.00 
(Capacity 400 gallons per hour) 
Model D - - = =. = $150.00 
her | (Capacity 600 gallons per hour) 
16. All above prices are list, f.0. b. Indianapolis 
S0- 
- GURLEY PUMP & MFG. COMPANY 
he 807-808 Merchants Bank Building INDIANAPOLIS 

















Top row, left to right: B. F. Iwes, Sauk Center, Minn.; W. S. 
Bayley, Jr., Minneapolis, Minn.; H. E. Guntzel, Minneapolis, 
Minn., and B. Benson, Willmar, Minn.—Lower row: Cy. O. 
Gibson of Minneapolis, Minn., looking up to R. L. Anderson 
of St. Paul, Minn., and Wm, Sherman of Winona, Minn.; Oscar 
Bergerson, secretary and manager of Minneapolis Retail 
Plumbers’ Association; R. W. Meierhoff, of Duluth, Minn., 
and C. W. Bruno, of Cloquet, Minn.—From photographs taken 
at the annual convention of the Minnesota Retail Plumbers’ 
Association held recently at St. Paul, Minn. 











ELIZABETH ASSOCIATION 


ENTERTAINS LADIES 





Mark up another good time for master plumbers of 
Elizabeth, N. J., and vicinity! The latest affair was their 
annual Ladies’ Night, held the evening of February 6 at 
the Elks Auditorium in that city, and attended by a rep- 
resentative crowd of several scores of master plumbers, 
their wives, and supply representatives. 

While the affair was principally planned for the pleas- 
ure of the wives of the plumbers, they paused long enough 
in that pleasure to do a little business, and to pay honor 
to the officers they elected to represent them during 1926. 
These men are: President George L. Berg of Elizabeth, 
Oscar Hess of Crawford, Treasurer James 
F. Hardiman of Elizabeth, Secretary F. C. Conkey of Eliz- 


vice-President 


abeth, and Trustees Morris Esocoff, Casper Hugo and 
John F. Conrad, all of Elizabeth. They were installed 


with appropriate ceremonies. 
W. V. Egbert & Co., of Newark, had been on the job 
before the banquet began, and had decorated the hall with 


Badger Expansion 2°, 





















tings from 
contractions. 


& SONS CO. 
75 Pitt St. 


Canadian Rep. 
Frazer & 

Canada Cement 

Meatreal 


mers 
Bldg., 


Joints meet the 
many changes in 
temperature, which 
cause material 
changes in length 
of steam, air, water, 
and other pipe lines 
and prevent the 
pipe joints from 
working loose and 
leaking, end the fit- 


ing fractured, due 
to expansion end 


E. B. BADGER 


BOSTON, MASS. 
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Have you tried the 


ESTABROOK 
Double T Y 


You will find it mighty handy when installing fixtures 
on opposite sides of a partition. The pattern shown has 
one 2-inch Side Inlet and two 2-inch Top Vents. Other 
patterns carried in stock. Write for catalog. 





R. Estabrook’s Sons 


204 First Street - South Boston, Mass. 














Clean Safe 
Efficient 


The Electro Melter operates 
from any light socket at a 
cost of only 35c¢ per 8 hour 
day, which makes it the ideal 
solder pot for residence work 
It has four heats and a capac- 
ity of 15 Ibs. Price $15 com- 
plete with cord and plug 


Write for Full Details—NOW! 
Electro Engineering 
Co., Inc. 

11712 Atlantic Ave. 
Richmond Hill - New York 











Send for.. MONARCH 
CATALOG 


Investigate Monarch Water 
Systems before you order — 
The Monarch will furnish abundant 
fresh running water, hot and cold, 
under pressure, for less money and with 
greater satisfaction than any other 
—— system. Various exclusive Monarch 
\ “ features and wonderful simplicity, 
eliminate servicing. Strictly a 

quality pump. 

Catalog DE-22 displays full line 

Monarch Engineering Co., 232 E. Ist St., Dayton, Ohio 











Nipples That Are 
Ready to Use 


SMITH BROTHERS NIPPLES 


come clean, accurately threaded 
—with no burrs or other defects 
—ready to use. Made in iron, 
steel or brass. Sizes Y-inch to 
12 inches, black or galvanized. 
Try a box and see the difference. 


Smith Brothers Nipple Works 


Hamburg - - Pennsylvania 


District Sales Mgr 
Philadelphia, Pa. 


H. J. Kleinman, 
810 Morris Bldg., 
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gay balloons, so it was a festive atmosphere that gree‘ed 
the crowd when they trooped in to dinner. This festivity 
was increased when it was seen the kind of entertainm-nt 


that had been dished up by Chairman Morris Esoco'f's 
entertainment committee. For instance, there was Miss 
Maya Kozlow, a famous toe dancer. Then there w-sre 


Murray and McGowan, in comedy and songs, William Kk il- 
gard, humorist, and Mildred Enright, ‘‘the little girl with 
the big voice,” fresh from her triumphs in New York City. 
OIL BURNER MEN MEET IN CHICAGO 

In order that they might learn more about constructive 
selling and discuss the evils of destructive selling, 200 or 
more oil burner salesmen, dealers and others gathered 
in Chicago on Tuesday evening, February 16. This din- 
ner, entertainment and was featured by 
address of Charles Henry Mackintosh, past president of 
the Associated Advertising Clubs of the World, and sales 
counselor for a 


conference 


the 


promotion number of American business 


concerns, who spoke on the subject of how to close sales. 


“A salesman’s job, 


he said, “is to make wants, not 
sales. If the want is made strong enough, the sale will 
follow automatically.”” He wound up his address in a 


round of applause, when he explained that the duty of a 
salesman, after he makes a sale, is to get out. Other speak- 
ers were Arthur Myhrun of the Chicago Tribune, Car! E 
Widney of the Kling-Gibson Co., and W. M. 
of the Underwriters’ Laboratories of Chicago. 

At the speaker’s table were B. G. Kauffman, president 
of the Chicago Oil Burner Dealers’ Association, under the 
auspices of which society the meeting was held, T. C. Kyle, 
secretary-treasurer, Chas. H. Crooks and Lyle Strait, vice 
presidents, and E. P. Fahey, chairman of the meeting. One 


Braybrooks 


| of the oldest oil burner men in the country, M. A. Fesler, 


sicanna, 


of the Heat and 


City, was introduced. 


Petroleum Power Company, New York 

Mr. Fahey said: ‘‘The oil burner business in Chicago is 
no longer an infant for it is now eight years old. This 
year there will be between 10,000 and 15,000 burners 
sold in the city.” 

Music and entertainment were furnished by Kleen Heet 
Co., Cook Electric Company and Federal Gauge Company 
of Chicago. 

DATES OF THE NATIONAL TRADE 

EXTENSION BUREAU 

The Trade Extension Bureau, of Evansville, 
Ind , has announced these itineraries for its lectures: 

W. G. Archer:—March 2, Wichita Falls, Tex.; March 3, 
Ft. Worth, Tex.; March 8-9, Dallas, Tex.; March 10, Cor- 
Tex.; March 12, 15, 17, Waco, Tex.; March 158, 
Tex.; March 19, Ft. Worth, Tex.; March 22, 
Austin, Tex.; March 23-27, San Antonio, Tex.; March 29- 
31, El Paso, Tex. 


LECTURE 


National 


Temple, 


B. Joseph O’Donnell:—March 2-3, Minot, N. Dak 
March 8, Huron, S. Dak.; March 9, Mitchell, S. Dak 


March 10, Sioux Falls, S. Dak.; March 12, Omaha, Nebr.; 
March 15-17, Kansas City, Kans.; March 19, Ponca City, 
March 22, Enid, Okla.; March 23, Guthrie, Ok! 
24-25, Oklahoma City, Okla.; March 26, Shawnee, 
Okla.; March 27, Okmulgee, Okla.; March 29-30, Tulsa 
Okla.; March 31, Bartlesville, Okla. 

Cc. R. Texter:——March 1-6, Miami, Fla.; March 8, Macon, 
Ga.; March 9, 11, 12, Atlanta, Ga.; March 10, Colum) 
Ga.; March 15, Montgomery, Ala.; March 16, Birmingha' 
Ala.; March 17, March 19, John 
City, Tenn. 

George H. Wilson: 
22-24, St. Louis, Mo. 


March 


Chattanooga, Tenn.; 


March 9-10, Portland, Me.; Marth 
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PORTLAND, ME., CLUB WOMEN WORK FOR 
COMFORT STATIONS 
The Conklin class of the Professional Women’s club of 
portland, Me., is actively engaged in a movement to secure 
stations for that city, owing to the vast amount of 


comfor 
tourist travel as well as for the accommodation 


summ* 
of shoppers in Portland. Mrs. A. A. Kendall, of the Pro 
fessional Women’s club, has been elected chairman of the 
special Comfort Station committee upon which are repre- 
sentatives of nearly all of the women’s organizations of 
the cit This committee has secured the endorsement of 


practically all civic organizations to the plan, and dele- 
gates from these organizations have been appointed to a 
general conference to be held later. It is probable that 
plans and locations will be chosen and a definite proposi- 
tion then made to the Portland city government for the 


necessary funds. 


F.H.RINEHART 
PLUMBING & HEATING 
a 








Show window of F. H. Rinehart at 506 Westcott street, 
Syracuse, N. Y. 


CITY ENGINEERS MEET TO DISCUSS SANITATION 

H. B. Hommon, of San Francisco, Calif., sanitary en- 
gineer for the western division of the United States Public 
Health Service, was in Portland, Ore., at the recent meet- 
ing of city engineers of the Willamette valley, and ad 
dressed the group on what course of action to pursue 
towards stopping the pollution of the Willamette river 
and its tributaries, which has become a serious problem. 
At this meeting, Harry Devereaux, city engineer of Eugene, 
Ore., was elected president of a newly organized associa- 
tion of city engineers of the Willamette valley. R. S. 
Mills, city engineer of Milwaukee and West Linn, Ore., 
towns in the big paper mill districts, was elected secre- 
tary. The association will raise funds for a complete 
survey of the conditions of the Willamette river, co- 
operating with the state fish and game commission, and 
the state board of health. 

Other prominent speakers were O. Laurgaard, city en 
gineer of Portland, and Dr. Frederick S. Stricker, secre- 
tary of the state board of health. 

The object is to get some action from the next state 
legislature toward a better sanitation service. Portland 
has a budget of $3,000 which will be expended during the 
coming summer for this work 

Mr. Hommon pointed out that Oregon, Nevada and 
Wyoming were the only states in the Union that have 
hot a state sanitary engineer, and it is expected that such 
an official will be provided for in the next session of the 
legislature 


The city of Manitowoc, Wis., is building comfort sta- 
tions the end of the new Eighth street bridge in that 
city 
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PIPE FITTINGS 


AND 


Trade Mark 


Trade Mark 


IRON BODY GATE VALVES 





| 0.S.&Y. 


Patterns 


2 to 12 
Inclusive 


Manufactured by 


ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
@ENERAL OFFICES 1801 DIVERSEY PARKWAY 








A Return Line 
VACUUM PUMP 


without a Peer 











Capacity, Efficiency and 
Quality Guaranteed 


Sold on Honor 











at Right Price 


| Economy Pumping Machinery Co. 
| 87-122 N. Curtis St. Chicago 









































| District Agents Everywhere 
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Huey Bros. Co., Boston, Mass., heating and ventilating 
contractors, have filed a schedule in bankruptcy with lia- 
bilities listed at $20,178 and assets of $6,500. 

J. L. Hague, master plumber of Minneapolis, Minn., and 
wife have left for a western trip and will spend yme 
weeks on the Pacific coast. 

Ozona Hotel Corporation, Ozona, Tex., S. E. Couch, 
chairman, has preliminary plans for a 43-room hotel 

The Kappa Sigma Fraternity, of Austin, Tex., has plans 
in progress for a three-story fraternity house, to cost 
$50,000. Endress & Cato, Houston, are the architect 

The Southern Methodist University of Dallas, Tex., is 
planning an addition to the stadium to cost $200,000 

The W. A. Bowers Heating Co., of Milwaukee, Wis., 
has been awarded the heating contracts on a six-apartment 
building to be erected at 875 Oakland avenue and for 

two, five-apartment buildings to be built at Riverside 
Have You Seen The New place and Bartlett avenue. Louis Schmitt has been 
awarded the plumbing contract on the apartment on 
Oakland avenue. L. R. Stollberg & Co., of Milwaukee, 
WUESTHOFF has been awarded the plumbing contract on the apart- 
ments at Riverside place and Bartlett avenue. 
Ch ; S 9 The Saxe Amusement Enterprises, of Milwaukee, Wis., 
ina pout: has awarded the plumbing and heating contract on a 
ball room that is being remodeled at Racine, Wis., to 
the Wenzel & Henoch Co., of Milwaukee. The alterations 


It’s a winner! Different to anything you | to the building will cost approximately $50,000. 
ever saw. And better. It wont crack — a 

from sudden changes in the tempera- 
ture of the water-— no WUESTHOFF 
Spout will—-but its big feature is the 


Ever-Dry Soap Dish 


which is an integral part of the spout. 
It drains all drippings through the spout, | 
keeping the soap dish clean and sanitary 
all the time. Let us send you one of 
these new spouts AT ONCE—to be 
billed through your jobber, Price $2.50 


F. O. B. San Francisco. 





Write Today 


M. W. WUESTHOFE CO. | 





~ Chi 1 bi At the annual convention of the Minnesota Retail Plambers’ 

V itreous ina P um ing Association, held recently in St. Paul, Minn.—Top picture, 

e ° left to right: H. W. Bensen, St. Cloud, Minn.; W. F. Chapman, 

me Specialties president, Minneapolis Retafl Plumbers’ Association, and A. 


} Shetka, of St. Paul.—Middle picture: A. McDougall, of Dea- 
. . | luth; E. T. Kolar, president, St. Paul Master Plumbers’ A%#0- 
Monadnock Bldg. San Francisco, Calif. | ciation, and “Cy” 0. Gibson, of Minneapolis. —Lower picture: 


Axel Peterson, of St. Paul, vice-president, Minnesota Ketall 


Plambers’ Association; H. C. Hansen, of Virginia, Minn., and 
See PARES aeewe Ges, Gakem, af Giatie, Stee. 
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Left to right: 

Plumbers’ Association, and father, W. F. 

photograph taken at the annual convention of that associ- 
ation, held recently in St. Paul. 


Porter.—From 


District No. 1, Reuben W. 
bids in the near future for 


The Seattle School Board, 
Jones, secretary, will open 
plumbing, heating and ventilating in the $425,000 Alex- 
ander Hamilton Intermediate school. 

The Pierron Plumbing Co. and the Fountain Hardware 
Co., both of Bellingham, Wash., have been consolidated 


H. Merwin Porter, president, Minnesota Retail 





under the name of the Fountain Hardware & Plumbing | 


The new firm will be located at Meridian and 
Monroe streets. C. R. Powell will be in charge of the 
hardware business, while W. Pierron will handle the 
plumbing and heating department. 


Company. 


Wenzler & Ward, 2424 Fourth avenue, Seattle, have 
been awarded the $36,287 plumbing contract and the 


University Plumbing & Heating Co., 3939 University Way, 
the $79,785 heating and ventilating contract on the Grover 
Cleveland high school under construction on the corner 
of 15th avenue and Lucille street for School District No. 1. 

The Rautman Plumbing & Heating Co., 109 Jackson 
street, Seattle, has been awarded the plumbing and heat- 
ing contracts on the new Nurses’ Home at the Virginia 
Mason hospital. 


- 


The John Furey Co., 75 Pearl street, Hartford, Conn., 
report an extensive business in oil burning apparatus. Re- 
cently include installations in the 
Holstein residence on Whetton road, the T. J. Curtis 
residence in Glastonbury, the residence of E. W. Canning 
on Ledyard road and the T. Chadler home on the Boule- 
vard, West Hartford. 

Plans are being prepared for the proposed new high 
school to be constructed on Strawberry Hill for the city of 


completed contracts 


An appropriation of $850,000 has been 
made to cover the cost of erecting a 
include laboratories and gymnasium. 


Stamford, Conn. 
45-room school to 
77 street, and C. J 
Britain, Conn., have been 


Parker & O'Connor, 
Leroux, 174 Arch street, New 
awarded the heating and plumbing contracts, respectively 


Seymour 


on the garage and showroom on Chestnut street, in that 
city, for C. A. Bence. 

Preliminary plans are being considered for the proposed 
Office and stores building to be constructed at Mystic and 
Middlesex avenues, Somerville, Mass., for the First Na- 
Monks & Johnson, 99 Chauncy street, 
will prepare the plans for the project, which 
in excess of $2,000,000. 


tional Stores, Ine. 
Boston, Mass., 


will cost 


Bids additions 
and alterations to Long’s hotel, Hartford, 
Twenty rooms will be added, each with a bath, 
and some of the fixtures in other rooms are to be re- 


placed. F.C. Walz is the architect. 


have been received for the proposed 


State street, 


Conn 
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is equipped with two spiral 
coils of pure copper which 
have been tested to 225 Ibs 
pressure and are arranged 
to present the greatest 
heat-absorbing surface 
possible. The bottom of the e 
coil is low enough to allow 
the heat to strike it direct- 
ly, yet high enough to en 
sure perfect combustion 










Just one reason why the 
OHIO No. 25 “heats more 
water with less gas.” Let 
us tell you about the others 





The OHIO 
HEATER C0. 


391 Dennison A 
CoLuMBus 








The new ‘‘Rainbow”’ is now fitted with 


NOowoB 


NO WEAR ON BODY 





BASIN FAUCETS 


PATENTED OCT. 20, 1925 








: D-477 ‘‘NEW MODEL 

A decided improvement that makes them practically everlasting. 

The Basin faucets have bronze removable seats, hard vulcanized Rubber 
Seat Washers, non-rising, stem-direct pressure. “Principal’’ of stem, against 
seats, no grinding or twisting and very smooth working The body of the 
faucet is not threaded to engage the slem and (outside of the Bronze Re- 
movable Seat) the body of these faucets are absolutely everlasting. 

Removable seats will be appreciated by users and in the ‘‘ NOWOB" 
construction not only the seat but all wearing parts are renewable 

Rainbow fixtures have always been in demand—the ‘‘ NOWOB”’ con- 
struction makes them better than ever. 


LIST PRICE $18.00 each 


STREET & KENT MFG. CO. 
1954-64 Clybourn Avenue : CHICAGO, ILL, 


Manufacturers in Chicago since 1888 


Write your jobber for prices 
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Minnesota Hetail Plumbers 
Association, recently in St. Paul.—Top left to 
right: G. H. Muncy and H. L. Coleman, all of 
Johna-Manville, tnc., Minneapolis and St. Paul, Minn——Lower 
row: W. EK. Gillespie, of J. A. New York 


annunl convention of the 


At the 
held row, 


Paul Wauss, 


Sexauer Mfg. Co., 


City: A. Oman, of Pine City, Minn., and “Sy” Martin, of H. P. 
Martin & Sons, Owensboro, Ky. 
Swartz & Hamberlin, architects of Dallas, Tex., are 


drawing plans for a new theater for San Angelo to cost 


$20,000, and to have a seating capacity of 700. 


William F. Bunce, Portland, Ore., has been awarded 
the plumbing and heating contracts on the Beaumont 
school in that city on bids of $9,120 and $24,420, re 


spectively 













Blake Running 
Back Water Trap 


owt 





Our 
( alah 


The special features of this trap are shown by the 
illustration. A positive back water valve: accessi- 
ble rodding cleanout and flushing arrangement; a 
most reliable fixture, adapted to use in places 
where sewers or tide water are liable to cause 
damage by backing into basements of warehouses 
and other buildings having drains or other fixture 
openings unprotected. Also for catch basins in 
garages, factories, etc., where it would prevent 
the possibility of explosive gases coming out of 
sewer opening. Also branch lines of drainage sys- 
tems in high altitude or mountainous locations. 


J 1050 Size 4 inch Weight 100 Ibs. 


All jobbers will be glad to supply you. Complete 
catalog of our entire line of specialties will be sent 
you on request. 


BLAKE SPECIALTY CO. 
ROCK ISLAND, ILL. 


CANADIAN SERVICE—ALL CRANE CO. BRANCHES 
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The board of education of Colorado, Tex., plans | 


Con- 
struction of a new high school of brick, stone ar rein 
forced concrete to cost $150,000. C. H. Griesenbex 1206 
Southeastern Life building, Dallas, Tex., is the ar: hiteet 

Cabirac-Gelpi Plumbing & Heating Company, 6 Car 
ondelet street, New Orleans, La., has been award the 
heating and plumbing contract on the warehouse of Ej 


Lily & Company in that city. 


D. B. McCarthy Company, Seventh street, Okee: hobee 
Fla., has been awarded the plumbing contract on the E 
C. Wolff apartment house in that city. 

E. A. Walker, 170 West Twenty-first street, Jackson 
ville, Fla., has been awarded the plumbing contract on 
the $47,251 addition to Fishweir Park school in Jack 
sonville 

Walter Denson, Jacksonville, Fla., has been awarded 





R. Schmidt, G. W. Smeed, Jos. Juen and Thos, 
Shetka, all of St. Paul, Minn.; EK. L. Hoppert, Breckenridge, 
Minn., and A. BK. Wickward, of St. Paul, Minn.—From photo- 
xraphs taken at the annual convention of the Minnesota Ke- 
held recently at St. Paul. 


Left to right: 


tail Plumbers* Association, 





“The safest and cleanest waste and overflow 
is the good old fashioned chain and stopper 
type, installed today for the tubs and lava- 
tories of the best and newest apartments and 


hotels. Non-kinkable Bead Chain, of solid 
nickel silver, has eliminated all objection to the 
use of plumbing chain, and, as the doughboy 


used to say, “I’m sitting on top of the world!” 
—Bill Bead. 





The Bead Chain Manufacturing Co. 
Bridgeport, Connecticut 


Canadian Representatives: Stanley Brock, Ltd., Winnip« 
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th heating contract on the $47,251 addition to Fishweir 
Park school in that city. 
itis J. Fitch, architect, Platt building, Portland, Ore., 
is preparing plans for an apartment house to be built at 
640 Irving street for the F. E. Bowman company. This 
wiil contain eight large suites and will cost $75,000. Mr 
oF 


Fitch is also preparing plans for a 5,000 residence for 


Mics Ruby Archarbeau in Rivera. 





DeYoung & Roald, Spalding building. Portland, Ore., 
will soon have plans ready on the home to be erected on You Need These 


the county farm, Clark county, Wash., at a cost of 
Phillips Self- ry" Eqpension Shells for Pipe Hangers, Bolts, etc 


$25,000. They provide “A New Sharp Drill for Every Hole” and they won't 
= out, Bg Write for full details. Also regarding Phillips 


\. H. Albertson, Seattle architect, has plans completed dandle Hoiders and Spring Hammers 


for a seven-story building, 60x130 ft., to be erected in 1537 Cortland Street 
‘Sncnitien. Ca. _ PHILLIPS DRILL COMPANY — tiicado"iiiinors 
St. John’s Military Academy of Delafield, Wis., has 
awarded the heating contract on the new $90,000 Dela- 
field memorial chapel to William Cramer, of Waukesha, 
Wis | i li 
Complete plans for the University school to be built Ta Fit gs of Qu ty 
at Milwaukee, Wis., at a cost of $400,000, will be ready 
about March 1 at which time bids will be asked for on the | 1856 “McSHANE’ ’ 1926 
steam heating and ventilating work, according to an — 
announcement by Van Ryn & De Gelleke, architects. The 
building will be two stories high. The main portion will The ORIGINAL Com ae Lever Ball Cock 
be 250x63 ft., and two wings will be built, one for the Elevated, Low-Down, op and Bottom Supply 
gymnasium, 64x83 ft., and the other for the auditorium, Tank Levers and Valves 


to measure 60x110 ft. The University school board is | 
the owner. McSHANE 
BELL FOUNDRY CO. 


The National Exchange Bank of Milwaukee, Wis., which | 
BALTIMORE, MARYLAND 

















has recently announced that it will build a $400,000 
structure on East Water street, that city, has awarded 
the heating contract to the Downey Heating Co., of Mil- 
waukee, and the plumbing contract on the building to | 
the J. E. Robertson Hardware Co., also of Milwaukee. 














Senator Robinson has introduced an amendment to the | 
army appropriation bill to appropriate money for the OO KOM 
construction of a swimming pool for the use of the pa- 
tients of the Army and Navy General hospital at the Hot | Every Seat 
Springs National park, Hot Springs, Ark. 
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KNOTT ‘‘Atlas’’ Seats are 
made of quartered oak or 
close-grained birch by the 
straight-grain method of con 
struction. no butted ends 

and being reinforced with 
spiral hickory dowels the} 





Seat No. 4 Hinge No. 75 ; 
front staple bow! 14-inch : cannot come apart All 
with hinge—Cast brass pix kel styles and finishes 


plated, 44 inch bar, 44 inch pos 


1% inch offset Finished in 


rabogany. Satin finish. rub finish §~K NOTT MFG. CO. 


or rubbed anc polished Pear! 
= celluloid Tell City : +: Indiana 


ideale S 
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The KALAMAZOO 


Sells and 
Stays Sold 





Top row, left to right: A. C. Plaunt, of Duluth, Minn.; E. 8. 

Gifford, of St. Paul, Minn.; Jos. A. Micko, and Thos. Shea, | 
both of St. Paul, Minn.—Lower row: 0O. G. Johnson, of Minne- | 
apolis, Minn.; Nels Nelson, of St. Paul, Minn.; J. E. Holt, and } 






PRIMES 


Villiam Bergstrom, both of St. Paul, Minn.—From photo- | The design and constru 
graphs taken at the annual convention of the Minnesota Re- | tion of the New K slamezoo 
tail Plumbers’ Association, held recently at St. Paul. ow ‘arene a 

peal to prospective pur 

chasers but its automatic, 

The Young Women’s Christian Association of Savannah, East ee ee 
BRONZE faction. Let us send you 


Ga., has let the contract for the construction of a $25,000 
swimming pool. 






‘DRAIN cations now 


National Water Lift Co. 


\ preliminary meeting was held at Norristown, Pa., : 
‘ tat ] . MICHIGAN 
February 17 for the purpose of organizing a local master KALAMAZOO 


Plumbers’ association in that city. 


SSHSOSHS SHSSSHS SOSH sHsHH HF FSHSVSLSE 
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COCO OSCSSTOSOSSHOOESOEHEHEHOHHOEFTHHOOHOOHHE 
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Q S Double Seated Back Water 


FLOOR 
DRAIN 


ee 1102, 1115 and 1120. 

2”, 3” and 4” sizes. 
eee pattern type. 
Enlarged throat gives 
double area water way 
around ball. Full 4° seal. 
Brass cleanout plug. 
Polished brass or nickel 
plated strainers. Lower 
seat prevents siphoning. Spun copper ball. 





Illustration shows sand 
errester and ball seats which prevent back water overflow and the 


escape of gas. It’s the best ever. Order from your jobber. 


Q S Sanitary Mfg. Co., Waterloo, lowa 


















BEST — 
By Ten Years Test 


There are MARTIN Portable Vise 
Stands in use today which have been 
giving good service since 1915. If 
that’s the kind of durability 
you are looking for, let's send 
you one — NOW —on ten 
days’ trial. If you are not 
satisfied, we'll take it back 


H. P. MARTIN & SONS 
626 East 2nd Street 
OWENSBORO KENTUCKY 


| 












abtenen en soreneneset om 4 


Welded Range Boilers 


The Tightest and Strongest 














Range Boilers Mad 


D.D.WESSELS & SONS LO. 
OETROIT. MICHIGAN 


Stancr facTroeaes 
KANSAS CITY. KAN. 








CLBVELAND. OFt10 WALK ERVILLE. ONT. 











} 
| 


| gpa ry oe 6 Oe 6 oe Oe 6 




















THE NEW 


MIDLAND 
GALVANIZED 
ROOF FLANGE 


All lead sleeve with heavy calking 

ring inside. Base extra large and of extra 
heavy galvanized ARMCO iron. No 
lead burned or soldered joints to pull apart. Fits any pitch. 





Patented 

















Ask your jobber or write us direct for information 








Midland Metal Manufacturing Co. 


KANSAS CITY MISSOURI 





-t- 
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Convention Dates 


March 2 and 3, 1926.—-The annual convention of the Nort) 
Dakota Association of Master Plumbers, at Minot, N 

March 8, 9 and 10, 1926.—-The annual convention of Ir 
diana Society of Sanitary Engineers, at Lafayette, | 

March 9 and 10, 1926...-The annual convention of tt laine 
State Association of Master Plumbers, at Portland ! 
with headquarters at the Hotel Falmouth. 

March 15, 16 and 17, 1926.—The annual convention f the 


Kansas State Master Plumbers’ Association in Kansas (ijt, 


Kansas. 





March 17 to 23, 1926.—The first annual National H 1g 
ind Ventilating Exposition, to be held in the New M 
Square Garden, New York City. 

March 22, 23 and 24, 1926.—The annual convention the 
Missouri State Association of Master Plumbers, at St uis 
Mo. 

March 23 and 24, 1926.—The annual convention of New York 
State Association of Master Plumbers, at Binghamton 7, 

March 24, 25 and 26, 1926.—Spring meeting of the National 
Association of Brass Manufacturers, at West Baden, Ind 

March 29, 1926.—The annual meeting of the Heatir and 
Piping Contractors New York State Association, at Utica, 
ee 

April 5 and 6, 1926.—The annual convention of the Okla- 
homa State Association of Master Plumbers, in Oklahoma 
City, Okla., with headquarters at the Huckins Hotel 

April 6, 1926.—-The annual convention of the Massachusetts 
State Association of Master Plumbers, Inc., in Boston, Mass. 

April 6, 7 and 8, 1926.—Third annual convention and ex- 
position of the American Oil Burner Association at Detroit 
Mich., with headquarters at the Book-Cadillac Hotel. 

April 7 and 8, 1926.—The fifteenth annual meeting of the 
Ontario Society of Domestic Sanitary and Heating Engineers 
in Hamilton, Ontario, with headquarters at the Royal Con- 
naught Hotel. 

April 8 and 9, 1926.—The fourth annual convention of the 
Louisiana and Mississippi Association of Plumbing and Heat- 
ing Dealers, at Bogalusa, La. 

April 12 and 13, 1926.—The annual convention of the Ala- 
bama State Association of Master Plumbers, at Montgomery 
Ala. 

April 13 and 14, 1926.—The annual convention of the Mich- 
igan Association of Plumbing and Heating Dealers, at Kala- 
mazoo, Mich., with headquarters at the Hotel Burdick. 

April 15 and 16, 1926.—-The annual convention of the Arkan- 
sas State Master Plumbers’ Association, at Hot Springs, Ark., 
with headquarters at the Como Hotel. 

April 19, 20 and 21, 1926.—The annual convention of the 
Associated Master Plumbers of Texas, at San Antoni: vith 
headquarters at the Gunter Hotel. 

April 26 and 27, 1926.—The annual convention of the 
Georgia State Association of Master Plumbers, at Savannah, 

April 27 and 28, 1926.—The annual convention of the Colo- 
rado Society of Sanitary and Heating Engineers. 

April 29 and 30, 1926.—-The annual convention of the Vir- 
ginia State Master Piumbers’ Association in Lynchburg, Va. 

May 3 and 4, 1926.—-The annual convention of the Florida 
Master Plumbers’ Association, at Miami, Fla. 

May 10 and 11, 1926.—The annual convention of the North 
Carolina Master Plumbers’ Association, in Goldsboro, N. ©. 

May 14 and 15, 1926.—The annual convention of the Oregon 
Master Plumbers’ Association, at Corvallis, Ore. 

May 17 and 18, 1926.—The annual convention of the Ten 
nessee Master Plumbers’ Association, at Chattanooga en! 

May 17, 18 and 19, 1926.—The annual convention of the New 
Jersey State Master Plumbers’ Association, at Camden, N. J 
The sessions will be held at the New Convention Ha 

May 17, 18 and 19, 1926.—The annual convention tl 
California State Association of Master Plumbers, lA 
Angeles, Calif. 

May 26, 27 and 28. 1926.—The semi-annual meeting the 
American Society of Heating and Ventilating Engin ut 
Lexington, Ky. 

June 1, 2, 3 and 4, 1926.—The thirty-seventh annu I 
vention of the Heating and Piping Contractors 
Association, at Washington, D. C., with headquarter 
Willard Hotel. 

June 21, 1926.—-The annual convention of the K k 
Master Plumbers’ Association, at Louisville, Ky., wit ad- 
quarters at the Kentucky Hotel. 

June 22, 23 and 24, 1926.—The forty-fourth annual T 
tion of the National Association of Master Plumb: at 


Louisville, Ky., with headquarters at the Brown Hotel 
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Quadruple Coils of Copper 




















HE HOTSTREAM KEROSENE 

WATER HEATER has four com- 
pact copper coils, connected to brass 
manifolds with union connections. 
Their compactness and small diam- 
eter brings the entire surface into 
close contact with the flame. This 
heater will furnish hot water at usable 


temperature on first circulation. ‘ 


Kero-Gas-Burner — Trouble proof. 
Lights instantly with a match. No. 
20 K. W. for ordinary homes, No. 20 
G. K. for large homes. 


Each Hotstream Kerosene Water 
Heater you install means a satisfied 
customer, and a satisfied customer 
is a good business builder. 





The Hotstream Heater Co. 
‘‘Makers of Heaters That Heat’’ 


BRANCH OFFICES: 
New York, 210 E. 45th St.; Detroit, 1045 Wayburn Ave.; Chicago, 627 Washington Bldg.; Philadelphia, 892 Drexel 
Bldg.; Toronto, 269 W. Richmond St.; Denver, 1715 California St.; San Francisco, Rialto Bldg.; 
Cambridge, Mass., 491 Main St. 
Manufacturers of a Full Line of Gas and Kerosene Heaters — Standard, 
High-Grade Products Built to Give Lasting Satisfaction 
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THE NEW MORRISON HOTEL 


Architects, Holabird & Roche Plumbing Contractors, O’Callaghan Brothers 
Plumbing Jobbers, Standard Sanitary Mfg. Co. General Contractors, John Griffiths & Son Co. 


Equipped throughout with the most sanitary 
and economical of all closet combinations, the 


Watrous 
Se 
Flush Valve and Duojet Closet 


SANITATION. Clogging and overflowing absolutely impossible; the cost of repairs, removal of bowl, etc., completely 
avoided. The wall type, being clear of the floor, greatly aids in cleansing the bathroom. 





POSITIVE, SPEEDY ACTION. Duojet action ;mmediately empties the bowl; a thorough flush, at a great saving 
_ in the quantity of water consumed. 

| ECONOMICAL VALVE ACTION. The Watrous Flush 

Valve measures out the exact quantity of water required. 


When used with the Watrous Duojet Closet it gives maxi- 
mum effectiveness to the water-saving design of the bowl. 


ECONOMY IN INSTALLATION. The Watrous wall 


type avoids the need of closet connections in floors. 


Write for full details on the Watrous Flush Valve & 
Duojet Closets. Loose-leaf catalog pages on request. 





PLUMBING DIVISION 
Watrous Flush Valves— Duojet Closets— Self-Closing Basin Cocks— 
Combination Lavatory Fixtures -Pop-Up Wastes— Drinking Foun- 
tains— Liquid Soap Fixtures—etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1231 West Harrison Street (Established 1885) CHICAGO 
New York Office: Room 514, 51 E. 42nd Street 
Pacific Coast Representative: H. H. Chaffee, 1234 S. Broadway, Los Angeles - 741 Call Bldg., San F.ancisco 
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7 Bath a Day Movement Eureka Smoke Test Machine 


For testing and: disclosing 










: — eed 

| Once » ore it is a@ pleasure to announce that an enterprising 5 F p—~ E. —gge waste 

i plumb: and heating contractor has seen the possibilities of Height - - 15’ Will Gill entire system with 

“The Story of the Bath” and what it Diameter - - 9% Ge 
ately located. 


Simple and safe in opera- 
tion. As readily portable 
as a plumber's furnace and 
ay indispensable in every 
plumber's outfit. 


Endorsed by Plumb- 
ing Inspectors and 
Sanitary Engineers 
everywhere. Send for 
descriptive folder. 


your community reading “The Story of the Bath’? If not, you're BAILEY FARRELL MFG. COMPANY 


missing a splendid opportunity for publicity. Write for full PITTSBURGH, PA 
iculars. , ‘ 
particu‘ar Huntington, W. Va. Charleston, W. Va. 


would do for him in the schools of Weight - 15 Lbs. 
his community. E. L. Ryan, of the 
! City Plumbing & Heating Co., Cam- 
eron, W. Va., has placed his order 
for copies of “The Story” to be used 


partly in the schools of his city and 
‘ partly to be distributed to the Kiwanis Club. Are the schools of 











the auxiliaries and particularly to the officers of 


* 
the ladies’ organizations. The Bath a Day Move- Hanna Ball Joint 
ment offers a splendid opportunity to secure some fine ; * 


publicity for the master plumber. 

We suggest that the ladies will find it a valuable thing 
for them to get back of the movement. State officers Guaranteed Strongest Made 
can organize their local members to take the matter up 


with school officials. 


QO more we address a message to the ladies of 





The “Ball Joint” Pipe Hanger 


swings in any direction. Pipe can 


| To select such a task for accomplishment will inevitably be adjusted higher or lower without 
' have the effect of knitting more closely the members of removing hanger 
i the auxiliaries in the feeling that they are doing some- a a er rv a 
thing of a really constructive nature to give impetus to 
the business in which their husbands are engaged. Write for “Our Silent Salesman” 
Write us for full particulars. More than one auxiliary The Penn E ineering Co. 


has the satisfaction of having a splendid achievement to 


4 312 Cherry Street, Philadelphia, Pa. 
report at the annual convention because they have put 


over the bath a day movement in their various com- 

if munities. 

; -_——— ————— 

4 MASSACHUSETTS PLANS FOR ANNUAL CONVENTION 

i Massachusetts has decided to hold its annual convention P Th 0 

i April 6 and 7 at the Hotel Brunswick, Boston, Mass. At 3) i e verton 
A 


a recent meeting of the directors held at Young’s hotel, 
: Boston, arrangements were completed for the convention 
with the exception of the banquet. It is probable the 


Roof Flashing 


makes a joint both air and water- 


i am tight, on any roof from flat to 
| banquet place and date will be selected at the next meet- hui pitch. y 

: ot 

; ing of the directors. p Adjusts fouttl pentite, wtshont turning 
i Massachus 5 iliary direc s als > »j " ; 3 aptable to stand- 
| fassachusetts quaint? directors aise held their meet | 2 a siaee a dee ao 
: ing at the same time and place. Sessions of both boards ( proved by plumbing inspectors every- 
j started at 2 p. m. and a joint dinner was served at six 


Manufactured by 
BUTLER MANUFACTURING COMPANY 


Minneapolis, Minn. 


o'clock, wives of the association directors and husbands 
of the auxiliary directors being guests. After the dinner 
i the gathering attended the theatre. 











Ose eae enemas on enn recente 














i HHS CARTONIS SPECIALLY) , 

: { Deas Bp ta ae hte i 

| (SSSRRRR| | The SELE-SELLING TANK BALL 
| 2 We can now supply our Cone-Seal Tank Balls, 

| Cy packed in individual cartons, specially designed 

| \ ee to protect seat of ball. 

/ i\ Positive protection from flat seats and soiling. 


Made in all sizes: 2” 214” 214” 254” 234" 3”. 


_— 
=2 


Your jobber can supply you. 


LAVELLE RUBBER COMPANY 
320 W. Illinois St. s<3 t-! CHICAGO 
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Get It Now! Blackhead 


The Water Heater Business will be at em. iL 


its best, the next few months. 


Now is the time to go after it with the 


“MERION” 


















| YE were talking not long ago 

i with a man who had just re- 

| \o* turned from a convention of window display adver- 
| g ANY tising men. During the course of the conversation our 
! v .\) zee 

\or friend made a statement that to us seemed to hit the 
i » proverbial nail on the head. It was this: “A window 


as like a woman, must be well dressed to attract attention.” 
We are not window trimmers nor do we pretend to know 
anything about the art of window trimming. It is an 


art that requires much study and a certain amount of 





%, 
en 
% 


natural ability on the part of one to become an expert 
A fairly good first-hand knowledge of human nature 
leaves no doubt in our minds as to the accuracy of our 





























DOLLARS friend’s statement. And like many others in the same 
5 position as ourselves, we realize the value of a _ well 

dressed display window to the merchant. 
There is a nice profit in it for you. If the merchant’s window is dull and uninteresting peo- 


ple are not going to pay any more attention to it than 


John Wood Mfg. & oO. they would to a slovenly dressed person that they might 


CONSHOHOCKEN, PA. pass on the street Sut on the other hand, if the window 


contains an interesting selection of merchandise it will 











attract attention the same as a well clothed person 

A mighty easy as well as economical way to add to the 
attractiveness of your window is by using Blackboard 
epigrams Master plumbers in all parts of the country 
have tried them out with good results. One of the ob- 
jects in using epigrams is to get people to look at your 
window. The epigram will do that easily. While read- 
ing it people are bound to glance at the goods in your 
window. If there is nothing there that especially attracts 
their attention they will pass on and you will not be 
getting the proper results from the epigrams. You really 
cannot expect to get full value from them unless you do 
your part and keep your window in style. Here is a 
supply for next week: 


] Troubles and babies grow larger by nursing them 
j * . + 
° Many a man who claims to be discreet is only a coward 
The Sterlco Thermostatic Trap . + 
The wisest owl occasionally hoots at the wrong time 


The radiator trap that makes satis- * * * 


fied owners and tenants. If it’s a woman and the shoe pinches she buys it. 


The STERLCO radiator trap is the ee en? oe 
result of eight years of study and You borrow from yourself when you cut down expenses 
experiment to attain a perfect radiator . w * 
trap. Into the STERLCO trap is Bad news and soft-boiled eggs should be broken gently 
built STERLCO quality and STERL- * * * 
CO service. When you use A contested will is a sort of hand-me-down suit 


STERLCO Products you are using 
products with a conscience behind 
them. 


A committee consisting of seven members has been 
appointed by Mayor Kittelson of Madison, Wis., to revise 


STERLING ENGINEERING COMPANY the city plumbing code. The action was taken at the re- 


1626-44 Holton St. Milwaukee, Wis. quest of William J. Meltzer, city plumbing inspector 
Representatives in all large cities Walter J. Hyland is representing the master plumbers of 


| the city on this committee. 
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CONTEST 
will be 


ANNOUNCING GREAT POETRY 
13th 
oetic contest. Pipe 
their poems. We suggest that 
poems but choose your own 


Kiven over 
invited 


Our issue of Pipe Lines for March 
Contributors to Lines are 


will be a 


to a 
to send in Spring 
ibject on which to write 


good 

subje« The prize has not yet been decided upon, but rest 
assured it will be something useful Perhaps it will be a 
certificate entitling the winner to a place in the Hall of the 


Immortais. 


Unlimber your poetic license and have a try at winning 
this contest. Here's a sample of the kind of poetry which 
will be acceptable: 

SPRING, GENTLE SPRING 
The spring is such a lovely time, 
The songs of all the birds in rhyme, 
Lambs gambol, 
Fancies ramble 
Along the flower-deck'd road, 
The sky 1s dab, I’be caud a co'd. 
HAVE yout 
tus Conductor: One seat on top, ma’am, and one inside. 


Lady You surely wouldn't separate a mother and daugh- 
ter, would you? 

Bus Conductor: Never again, lady. I did it once and I 
have regretted it ever since. O. G. S., New York. 


“SY” SEZ 
writer, “is for me 
paid for 


‘Advertising, said the ad nothing but 
perpetual motion. I write them 


them; my wife reads them and then 1 pay for writing them.” 


and get writing 


Don't cuss the flivver. The silver dollars in your pocket 


may be making the noise. 


A burglar got into my house at 3 o'clock this morning 


Did he get anything? I'll say he did 
the hospital. My wife thought it 
“SY MARTIN, Owensboro, Ky 


The poor beggar is in 


was me. 


ADVERTISING 
The busy little bees they buss, 
Bulls bellow and cows moo, 
The watchdogs bark, the ganders quack 
And doves and pigeons coo 
Cc. ©. A., Oklahoma 


WATER-TIGHT 
“John's a nice fellow, but he’s too terribly tight.” 


“Oh, no. He isn’t tight. Ile’s simply saving up for a 
rainy day.” 
‘Rainy day nothing. He's saving for a flood.” 


K. B. G., Illinois 
Enter your poem in the great 

poeti All contributions 

will be welcomed, 


contest. 


SAWS ALONE 


Ireland 


LEAVE 
who 


BUZZ 


A motorist was touring in one day met a 


native who was driving a donkey and ecuirt Thinking he 
Would like to have a little fun at the Irishman’'s expense, he 
vegan 

“What is the difference, Pat, between your turnout and 
mine?” 

“Oh, not a great dale,” promptly replied Pat. “Shure, the 


dad . 

ionke in the shafts in the wan, and on the seat in the 

other 8S. G. O., Philadelphia 
Don't forget to send in your POEM for the great contest. 
l ¥ T and Milt Marvels will be the will 

make their decision blindfolded, in order to assure all that 


JUStice will be done. L Y T. 


judges and they 
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PRODUCT 








| p : 
| What’s I N. ? 
| ars ina ames 
There is a great deal in a name Take, for in- 
stance, the name of our portable electric pipe ma- 
| chine -ROGACO. 
] -ROGACO means quality workmanship —dura- 
bility. 
ROGACO means service—saved labor — increased 
profits. 
ROGACO means the only portable-as-a-unit pipe 
machine on the market 


If you want the best, most practical, portable 
| electric pipe machine you can buy remember this 
name—ROGACO! 





Catalog and quotation on request. 
} Manufactured by 


| Robbins, Gamwell & Company 


Pittsfield, Massachusetts 











Sump — Boosters 
| Swimming Pool 


Fig. 194-C illustrates 

Midget Sump Pumpwith 
| 1” connections, to fit into 
a standard 18” tile 


OSchance 


G.P.M. Head Speed H.P 
10 10 750 % 
20 20 1750 & 


Send for Bulletin No 
120-A 


Manufacturers 
agents calling on ar- 
chitects and plumb- 
ing contractors inter- 
ested in this line 
should communicate. 


TABER PUMP CO. 
BUFFALO  ::; NEW YORK 
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Johnson Burners 
make good 


Proven by twenty years’ success | 
You get the benefit of our experience 


Simple to Install 
Burns the Cheapest Oil 
Plans and Directions Furnished 


Ask for latest bulletin, No. 28D 
—a valuable booklet describing 


Johnson‘Improved Rotary Burner 
Type 22 for Heating Plants 
Main Office: 
S. T. JOHNSON CO. 
940-950 Arlington St., Oakland, Calif. 















Listed as Standard by 
Underwriters atories 


Liee Agents Wanted 
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Vitreous China Basins 





enable you to meet the 
requirements of your 
most important installations at 
a good profit. We make three 
sizes. N. O. M. P., P.O. M. 
P. and P.O.R. P. Also “Su 
perior”’ Closet Tanks and Bowls 
Write for prices. 


Horton Pottery Co. 
Chillicothe, O. 


Pi et ee 2 








“Boring from within” 


exactly describes what corrosives do in any 
drain line except Duriron. 


For carrying acids and acid waste there in no 
“or equal” material to Duriron. 


eee 


More profit for the plumbing contractor. 
More satisfaction for the owner. 


Duriron is produced 


ae DURIRON COMPANY | 


























Every GERSTEIN Boiler 
Is a-Perfect Product 


You can sell and install GERSTEIN Copper 
Pressure Boilers of any size and test with 
perfect confidence that they will give perfect 
4 and permanent satisfaction. We guarantee 
them to be right every time. Prices on 
request 








Write Us For Details 


GERSTEIN BROS. & COOPER 
1-3 W. THIRD ST. SOUTH BOSTON, MASS. 








i. 
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Heating Department 

1,570,627. Pipe Wrench. Edwin J. Evans and \\illiam 

H. Barber, Salt Lake City, Utah. In a wrench, «4 frame 

and handle comprising a bar of metal bent to U shaped 


form providing spaced legs, a fixed jaw secured to the ends 
of the legs, a carrier provided with spaced openings which 
slidably receive said iegs, an extension integral with said 
carrier, said extension having an opening, an adjustable 
outer jaw confronting said fixed jaw, a shank formed 
integral with said outer jaw and pivotally secured to said 
said fixed jaw having an elongated opening 
through which said shank is slidably and swingably fitted. 
an operating screw rotatably mounted on the frame and on 
the fixed jaw, said operating screw coacting with the 
carrier, and a traveling nut slidably mounted on the legs 
of the frame and co-acting with the operating screw 

7 


extension, 


= 

1,570,644. Oil Burner. Elias Rizk, Sioux City, Iowa 
In an oil burner, an air chamber base comprising two semi- 
halves each having side walls and inwardly 
projecting annular shoulders, means for closely joining 
the halves together to form a ring shaped continuous 
flange of said shoulders, a bowl received in the opening 
defined by said flange and having an annular rim resting 
thereon, said bowl having opposed air orifices, triangular 


cylindrical 





1,570,726. 


in shape, and with diametrically opposed apexes, shoulders 
formed in the bowl around said orifices, upstanding flanges 
bordering said shoulders on the sides of the orifices ad- 
jacent the apexes thereof, said rim having a channel in 
its under surface of greater width than the rim between 
said orifices, and resting flat against the ring shaped flange 
within the limits of said orifices, packing material ent- 
gaged between said channel and the ring shaped flange 
of the base, and an air flue having triangular shaped ends 
adapted to rest on the last mentioned shoulders, the flanges 
serving to position the air flue but to allow expansion 


thereof outwardly. 


a * . 


Pipe-Cutting Machine. Frank W. Broderick, 
Slater, 


1,570,726. 
Memphis, Tenn., assignor of one-half to Emmet H 
Memphis, Tenn. In a machine of the class descrited the 
combination with a rotatable work holder, of an adjust 
ably supported table, a motor, a saw frame | otally 
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moun'ed on the table, a rotatable saw, a cam rotatably . 
moun'ed, means operated by the motor for simultaneously 
rotating the work holder and the cam at a slow speed | | “WEIGHING IN” 
and for rotating the saw at a high speed, said cam co- | | wea 4 
operating with the frame to shift the frame at the be- | | 
ginning of the movement of the cam to force the saw -Health-o-Meter 
liam into the work and thereafter to maintain the saw in | qnomatia batireotn Ses 
ame engazyement with the work. | 
ped - . ° is a daily habit with 
2ndg 1,571,921. Steam Trap. Frank L. Hutchinson, Wau- thousands of women to 
hich watosa, Wis., assignor, by mesne assignments, to Milwau- whom Nature has been a 
said kee Valve Company, Milwaukee, Wis. A steam trap, com- little too generous. Other 
able thousands would use this 
med handy bathroom scale if 
said they knew where to ob- 
ven tain one. Here is your 
ted chance to make some easy 
, profits. Write for full de- 
7 tails—at once. 
the 
eg 
7 CONTINENTAL 
Wa Dept. 68B. 5701 S. Claremont Ave. 
: Chicago zs Illinois 
mi- 
dly prising a casing forming a chamber provided with inlet 
ing and outlet openings, a float, a valve provided with a valve 
ous stem for controlling said outlet opening, the stem of said 
ing valve having a passage providing communication between ’ 
ing said chamber and outlet opening, means for closing said 
lar passage, and a compound leverage between said float and 
the valve stem for operating the valve. 
Plumbing: Department 
1,571,135. Automatic Flushing Apparatus. Harmon rs 
De Leon Moise, Sumter, S. C., assignor, by direct and 
mesne assignments, to Sumter Super-Siphon Company, | 
Sumter, S. C. The combination of a flush tank, a liquid ESTIMATING 
conductor thereinto, a sewer pipe extending into said | RADIATION 
is a very simple matter 
when Perrigo’s “Table of 
Estimated Radiation’’ is 
u 
This table, consisting of 
two charts, one for steam 
and one for hot water 
radiation, is used and 
recommended by some of 
the best authorities in the 
trade. 
| The charts have been 
| computed from standard 
rs recognized rules. They 
eS will enable you to know 
d- you are right. And they 
} will save you time, waste and worry. 
™ Given the amount of glass surface, exposed wall and 
pn | cubical contents, the radiation required for any size 
| . req 
ze room can be read easily and quickly. 
2 They are printed in two colors, on heavy celluloid, 
. \ making four pages, size 4144x674 inches, substantially 
4 tank, and an automatic siphoning apparatus located wholly | bound together with cloth. 
” within said tank and connected to said sewer pipe for | pane Table of Estimated Radiation will pay 
es periodically discharging the flushing water in said tank for itself if used only once or twice during the heating 
“ : ye ; ; ; : season. And it will outlive several such seasons. 
into said sewer, said siphoning apparatus including pipes | 
located laterally at an angle to the longitudinal center ° : 
of the sewer pipe and arranged so as to permit free access | Price, $1.00 Postpaid 
k, to said sewer pipe. e e . 
‘ 7 ~- s ‘| Domestic Engineering 
le 1,571,891, Art of Softening Water. Roy G. Tellier, | a . 1 
t- Chicago Heights, Ill., assignor to The Permutit Company, 1900 Prairie Avenue :: Chicago, Ill. 
y New York, N. Y. The step in the process of softening 
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| The New SIMPLEX 


REMOTE CONTROL for Gas Water Heaters 


RE 


a, | 
i | 
— } Offers complete hot It neat in appearance 
weter convenience. et on All cables are concealed 
i inprecedented rresistible 
* -*@ ow price You can make 2 oes a amg to ert at 
} large profits installing the ‘ 
| SIMPLEX in hundreds of It shuts gas off auto 
home matically if for 


The SIMPLEX ¢ fotten It has 
j can easily be n Automatic Pilot 
, stalled mn either protection, and d 
kitchen or bath rect Temperature 


n both INSTALLED mtrol of water 


j 
His | SIMPLEX HEATER CONTROL CO. 


46 W. Fourth St St. Paul, Minn 
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WwW | STARBUCK 
No.1 5 Wiping Cloths (any size, Tick or Moleskin box 
Wiping Flux, can Plumber's Paste, box Shoe Blacking. 
Scratch Cloth $1.50 
Ne. 2. Set cf 16 Caaliing Tools, Nos. 120 10, Varcing, Lon 
Rezular, Regular, Finishing, Throat, R and L Offsets, 
Ceiling, Spring Yarning and Cold Chisel $4.75 
Send for 1925-1926 Catalogs 
R. M. STARBUCK & SONS, Inc. 
42 Allyn Street HARTFORD, CONN. 
. PAA, 








Add to Your 
Winter Profits 


by featuring Tillery’s “Little 
anitor’ Furnace Clock 


Every furnace owner will 


gladly buy this inexpensive 
and necessary pi ce of labor 
saving equipment. It oper- 
ates equally well on the elec 
tric swit h. Sell two to a 
customer. Write for dis 
counts 


Fully Guaranteed. List Price, $5.50. 


JANITOR CLOCK CO. 
. NEWARK, NEW JERSEY 


TILLERY’S LITTLE 
164 MARKET STREET - 
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waters which consists in subjecting such waters the 
ction of extensive surfaces of a reagent compris tl 
class of bodies occurring in nature as clays and « tair 
ing a substantial proportion of alkaline metal) silica 

+ * * 

1,571,892. Water-softening Art and Material Vv G 
Pellicer, Chicago, Ul., assignor to The Permutit (C« yany 
New York, N. YY. The method of preparing a iter 
oftener which comprises hardening and substantially de 


hydrating clay containing a compound of a metal of the 


alkali metal or alkali earth metal groups by heat trea; 


ment so applied as to render the product permea! nd 
highly resistant to the disintegrating action of wat in 
treating such product with a solution containing alkali 

- ” * 

1.571.270. Thermostatic Control for Heaters. Herbert 
(;. Jensen, Detroit, Mich In combination with a ta: K and 

heater having a valve, an expansible thermostat arranged 
n the side of said tank near the top thereof, an uy rdly 
wingable latch member having a downwardly depending 
arm movable by said thermostat, a downwardly swingabl 
member engaged in an upwardly adjusted position by said 
lateh member, and releasable therefrom by the raising 
of said latch member, valve opening means retained in 
perative position by said member in its raised position 
ind released by the downward swinging of said member 
und means closing the valve upon such release of the open 
ing means 

+ * * 

1,571,335 Covering for Plumbing Fixtures and _ the 
Like Roger E. Jarvis, St. Louis, Mo., assignor of one-half 
to E. J. Blake, St. Louis, Mo. A protector for plumbing 

#* Vind = 
_? és 7 ‘. 
t (aint 

i _ 

bond © 


a 
= 
. 
® 








Ge LZ bie 
f i 
A 1,571.27 ° 
y Je 
pa 
t 9 Wied 
BS 1,571,335 





fixtures comprising a covering shaped to conform to the 


the fixture and of sufficiently soft material as 


the the 


eontour of 


to protect surface of fixture, said covering having 


its one edge embedded in the wall for supporting the same 


in position and for protection to the fixture while finishing 


the interior of the room 
* * . 
1,571,379. Electric Water Heater. William A. Sharpe 
Denver, Colo. An electric water heater, comprising In 


plates 


combination, two complementary, substantially flat 


of insulating material, each of which is provided with a 
groove extending in a zig zag from one end to the other, 
each of said grooves having a substantially semi-circular 
cross-section, said grooves being so related that when the 


‘ 3 
1 Lace 


plates are placed so that the grooved sides are plat 


to face, the grooves will register so as to form a cylindrical 
zig zag opening, said opening terminating at opp ends 
of said plates in an enlarged section, a bushin: said 
section, means for securing said plates together. elical 
resistance member in said zig zag opening and yosed 
terminals electrically connected to the ends of ! said 


resistance member. 
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Classified Advertisements 


§ cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 


insertion. 


One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





Situations Open 


SALESMAN—TO SELL WELL ESTAB- 
| | and nationally advertised line 
nbing specialtie n Krooklyn 
and rt of Long Island A fine op 
) for the right man—-age 25 to 
rs With high school education 
? ‘ er Must own a car Thi soa 
permanent, good paying position with 
a future Territory is so arranged that 
a salesman can be home every night. 
Some successful selling experience de- 
siral but good character and ability 
to regularly more essential, Give 
deta of past experience and refer 
ence n first letter Address Key 546, 
Domestic Engineering, 1900 Prairie 
Ave., Chicago, I11. 
WANTED — PLUMBING SPECIALTY 


salesman to sell trade in Chicago 

and vicinity. Address Key 537, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 


WANTED—A PROMINENT MANU- 

facturer of cast iron boilers and 
radiators is in need of experienced 
salesmen for openings in several sec- 
tions of the country. Liberal com- 


Kindly give age, education, 
Address Key 640, 
1900 Prairie 


pensation, 
and experience. 
“Domestic Engineering,” 
Ave., Chicago. 

MANUFACTURERS’ 


Louis, Chicago San 


WANTED 


agent in St. 


Francisco, Los Angeles, Portland or 
Seattie, St. Paul or Minneapolis, Cleve- 
land, Pr hiladelphia, Buffalo, Atlanta, 
New York City, to represent a manu- 
facturer of indirect and other kinds of 
water heaters on commission basis. 
Product sold to jobbers only. Give full 
particulars as to experience and recom- 
mendations in replying Address Key 
45, Domestic Engineering,” 1900 
Prairie Ave., Chicago. 5 
WANTED — SALESMEN: EXPE- 
rienced plumbers’ brass goods, The 
Morgan Bronze Co., Cleveland, Ohio. 


TO SELL WELL ESTAB- 
vertised line 


SALESMAN 
lished and nationally ad 


plumbing specialties in state of 
Mich igan and outside of Detroit. A 
fine portunity for the right man—- 
age 05 to 35 years with high school 
education or better. Must own a car. 


This is a permanent, good paying posi- 


connectior 





























Lines Wanted 
MANUFACTURERS’ AGENTS 
for plumbing, heating and mill sup- 
plies, and are open for proposition 
from manufacturers for additional 
Address BUTTS PETWAY 
CO., 224 Windsor Building, 507 N. E 
First Ave., Miami, Fla. 


WE ARE 


TWO OR THREE GOOD 

selling lines used by Heating and 
Plumbing Contractors to. distribute 
through jobbers in New England. Ad- 
dress Homer C, Perkins Co., 30 Oliver 
St., Boston. 


WANTED 


Situations Wanted 


Salesmanager, who has always been 
able to get top market price, when 
backed by quality, desires connec- 
tion with responsible corporation. 
Am 40 years old; thoroughly con- 
versant with all branches of plumb- 
ing and heating; extensive acquain- 
tance with jobbers from Pittsburgh 
to California; highest references; 
will prove ability before deciding 
compensation. Replies strictly con- 
fidential. Address Key 549, ‘‘Dom- 
estic Engineering,’ 1900 Prairie 


Ave., Chicago. 


Miscellaneous 


PATENT SENSE—VALUABLE BOOK 
(free) for inventors seeking mo 

deserved profits. Write Lacey & Lace 

755 F St., Washington, D.C. Established 


1869. 


PERKINS. 


CONCRETE 
































WIPING 
CLOTHS 


Formed — Flexible— Finished 


Made in five sises for all standard joints. From 
your jobber or post paid to your address in the 
next mail or sent C.O.D. A post card for ful! 
particulars. Patented September 16th, 1924. 


GEO. E. WILLIAMS 


e Manufacturer 
3 E. 26th st. “MINNEAPOLIS, MINN. 
Ticking and Moleskin 


Sell us your Surplus 


PIPE COUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A. & J. MFG. CO. 
559 W. Lake St., Chicago, Ill. 


BIN LABELS 


PLUMBERS’ 





Illustrated Bin Markers’ for 
Water, Gas and Steam Fittings, with 
pictures of the fittings, the sizes and 
proper names save time putting fittings 
away or getting out stock for orders, 
and teach your apprentice boys the 
proper names of the fittings they use. 
Send for samples and prices and free 
booklet: “How to Simplify the Work in 
the Plumbing Shop.” Haddon Bin Label 
Co., Haddon Heights, N. J. 


WE BUY ALL SIZES OF 


PIPE COUPLINGS 


Hadco 














tion with a future. Some successful 
selling experience desirable but char- 
acter and ability to work regularly 
more essential. Give details of past a b We Pay More 
Ge Aganeas Way 040, “Domeotic ia. : oe set ee 
gineering,” 1900 Prairie Ave., Chicago, mmovable—Economica FS ee 
ll, : CONSOLIDATED PIPE & STEEL CO 
3 ee. ae * 3 ” eo 
WANTED — MANUFACTURERS’ REP- Four sizes 34"—/2"—94"—34 2712-24 S. 2nd St — Plant Ne. 1— St. Louis, Mo. 
resentative eastern territory manu- Ww f 1 d 
fa er of quality line of brass goods, rite for circulars and prices 
selling through jobbers. Give full de- Pipe Machines te tngeone port ~ 
tai \ddress Key 548, “Domestic ew an use 
Engin ring,” 1900 Prairie Ave., Chi- HOMER C. PERKINS Co. pipe machines me eg in stock at all 
wi wee 30 OLIV ST a OSTON times all sizes from 2 inch to 12 inch. 
te ere perp Sa aie ee ae CONTRACT SHEET ESTIMATE Think of pipe machines think of 
es shy o une Of high-grade phimb=- Blanks Job enon Meskontan Let- O’Brien, Philadelphia 
§ and water works’ brass goods; ter Heads, etc., for plumbers. Large or 
is e acquainted with the trade. small lots, reasonable, prompt delivery. THE O’BRIEN MACHINERY CO. 
—— e, experience and references, Samples with Titecna prices free. 113 N. Third Street op amaaae Pa. 
saat The Ajax Brass Company, Fink & Sons Co., School Bidg., Laurel Long Distance Telephone: Market 
Cleve id, Ohio. Springs, N. J. (istablished 1896.) Cable Address: OBRIEN. Philadelphia 
e . 
Valves, Fittings, Tools for Steam, 
Water, Gas, Oil and Air 
23,000 different items, each designed for a specific duty. Your supply house can get yours 
through the nearest Walworth sales unit. 
WALWORTH COMPANY, BOSTON, MASS. 
BAYONNE BUFFALO CHICAGO CINCINNATI PHILADELPHIA PITTSBURGH PORTLAND SEATTLE 
CLEVELAND ERIE KEWANEE, ILL. NEW YORK SAN FRANCISCO YOUNGSTOWN GLASGOW LONDON 
EASTERN DIVISION, Boston WESTERN DIVISION, Kewanee ; 
Plants at Boston, Greensburg, Pa., Kewanee, Ill., and Attalla Ala. Walworth International Co., New York, Foreign Representative 
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You can bring success nearer by years— 





advertise! 


You have your dream of success—and what you will 
do when that day arrives 
* . = 
But why wait? You can bring success nearer by years 
—eliminate years of work and worry 
7 e * 
You can quicken the growth of your business and enjoy 
the fruits of success before your best years are gone 
* * * 
You can give your family the advantages which you, 
perhaps, missed in your youth. 
. e e 
DVERTISE! Consider for a moment the 
difference between two businesses after 2 
years—one of which advertises and one of whic 
does not. There can be no comparison—one 
will climb, but slowly. The one advertised 
will climb swiftly and steadily. Use the 


Advertising Editorials each week and speed up 
the growth of your business. 


12 Illustrations—three months’ service for—only $4.20. 
48 Illustrations—one year’s service—for only $15.00, a saving of 10%. 


The copy costs you nothing—you take it every week from 


DOMESTIC ENGINEERING. 


Tear out and mail this coupon—now! 








DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


three months’ 
Please enter my order for one year’s 


I’m going to dominate in the plumbing and heating field in my community. 


service of Advertising Editorials. 


CITY AND STATE 
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